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Preface to the First Edition 


life is a journey 

from childhood to maturity 
and youth to age, 

from innocence to awareness 
and ignorance to knowing, 
from foolishness to discretion 
and then perhaps to wisdom* 


This book part of our journey; it is about a quest for understanding 
the physiology and pathophysiology of the lower urinary tract. At first 
glance, this seems to be a rather simple task. The lower urinary tract 
has but two functions, the storage and timely expulsion of urine. The 
bladder fills (at low pressure) with urine from the kidneys and when 
the urge to void is felt, micturition is postponed until a socially conve- 
nient time. During micturition, the sphincter relaxes, the bladder con- 
tracts and the bladder empties. 

But there is no sphincter. For sure, the proximal urethra functions as 
a sphincter, but it cannot be seen with the naked eye. Nor is it appar- 
ent under the careful scrutiny of the microscope or in the gross anat- 
omy laboratory. There is no valve, like in the heart. Nevertheless, it 
works perfectly until damaged by disease or the surgeon’s knife or the 
slow pull of gravity on it’s musculofascial supports. 

The urodynamic laboratory is, indeed, a laboratory. It is the place 
where scientific observations and measurements lead to an enhanced 
understanding of how the lower urinary tract works. Each patient is 
his own experiment. The purpose of a urodynamic evaluation is repro- 
duce the patient’s symptoms or usual voiding pattern and, by making 
the appropriate measurements and observations, the underlying physi- 
ology becomes apparent. This approach is truly multidisciplinary and 
involves physicians (urologists, gynecologists, neurologists, physiat- 
rists, geriatricians, and radiologists), nurses and enterostomal thera- 
pists, behaviorists, and physical therapists. 

This book is written for all those who are interested in understand- 
ing how the lower urinary tract works and what goes wrong when it 
malfunctions. Urodynamics encompasses all of the diagnostic modali- 
ties used in the evaluation of bladder and urethral function. This ranges 
from simple diaries of micturition patterns to synchronous measure- 
ments of detrusor, urethral, and abdominal pressures, sphincter electro- 
myography and fluoroscopic visualization of the bladder and urethra. 


*Gates of Repentance The New Union Prayer Book p. 283, British edition, 1979 
Central Congress of American Rabbis and Union of Liberal and Progressive synagogues, 
Library of Cat card # 78-3667. 
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The data from these measurements can be analyzed by sophisticated 
computer programs which quantify detrusor contractility, urethral 
resistance, and outlet obstruction. 

We hope that this book will serve both as a comprehensive review of 
urodynamic technique and an atlas of normal and abnormal findings 
that the clinician will want to read in its entirety and keep for future 
reference. But most of all, we hope that the contents of the book will 
pique the interest of those whose future research will further enhance 
our understanding of this fascinating subject. 


viii 


Preface 


Why Urodynamics? Why an Atlas? 


A man complains of difficulty voiding. He is otherwise healthy. His 
urinalysis is normal and his prostate is large. Without knowing any 
more than that you can treat him with an alpha-adrenergic blocking 
agent and he has about a 50% chance of clinical improvement. If that 
fails, you can do a transurethral prostatectomy and the chances of a 
successful outcome is probably about 75%. That’s pretty good and it 
doesn’t cost the health care system too much. But it’s pretty bad if you 
happen to be the patient in the 25% who does not have a successful 
outcome, especially if you get worse afterwards. 

A woman complains of stress incontinence. She, too, is otherwise 
healthy, and, without knowing any more about her, you do some kind 
of pubovaginal sling, She’ll probably have a successful outcome too. Or 
maybe she'll get worse. 

If you’re content with these kinds of results and if you’re content 
treating patients empirically, you don’t need urodynamics. But if you 
want to know more about the subtle differences that distinguish one 
patient from another, about why one patient fails and another suc- 
ceeds, why one patient does better with a medication or an operation 
and another with behavior modification, urodynamics usually provides 
the answers. 

If you don’t routinely use urodynamics, in our judgment, both the 
patient and the doctor are disadvantaged. The patient is disadvantaged 
because, deprived of a precise diagnosis, treatment, by definition, must 
be empiric. Some patients will get empiric therapy that is doomed to 
failures; others may undergo surgery that is doomed to failure when 
another treatment is more appropriate. 

The doctor, too is disadvantaged because he or she is deprived of the 
experience and knowledge that allows one to detect the subtle differ- 
ences that distinguish one patient from another. If you treat patients 
according to an algorithm that begins with simple, non-invasive thera- 
pies and progresses to invasive, surgical therapies, you never learn from 
your own experience. 

These are the reasons why we consider urodynamics to be an essen- 
tial component in the armamentarium of the physician who treats 
patients with lower urinary tract symptoms. 

Why an atlas? For those with logical minds, who like to lump things 
together, categorize and classify, an atlas might seem redundant. Why 
not show a few examples of this and that and be done with it? We 
believe that no two people are exactly alike, that urodynamics are rid- 
dled with artifact and that human physiology is subject to the same 
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vicissitudes that afflict every other aspect of life. Why do you have a 
headache one day, but not another? Why does post-void residual urine 
vary so much in patients with lower urinary tract symptoms? Why 
don’t patients with overactive bladders have involuntary detrusor con- 
tractions every time the bladder fills to a certain volume? Although we 
can’t answer these questions with any degree of certainty, we need to 
do the best we can. To that end, we consider urodynamics to be a snap- 
shot that records one brief moment of time for a given patient. But if 
you take enough snapshots of enough people in enough clinical situa- 
tions, you begin to get a picture of the whole range of pathophysiology. 
After all, a real time video is nothing more than a bunch of snapshots 
strung together. For the doctor who never gets to see the whole video, a 
good atlas provides enough snapshots for him to begin to appreciate the 
entire spectrum of voiding dysfunction. 


Glossary and Abbreviations 


ALPP (Abdominal leak point pressure}: The lowest abdominal pressure 
at which leakage is observed from the urethral meatus during cough or 
valsalva in the absence of a detrusor contraction. 


Bladder compliance is calculated by dividing the change in bladder vol- 
ume by the change in detrusor pressure during that change in bladder 
volume. Compliance is expressed as ml/cmH,O. 


Bladder sensations: During bladder filling, the International Continence 
Society (ICS) recommends that the following sensory landmarks be 
reported: first sensation of bladder filling (FSF), first desire to void (1st 
urge), strong desire to void (severe urge). Others have recommended 
that the urge or desire to void during cystometry be recorded on a four 
points scale [1-3]. Increased bladder sensation is defined as a first sen- 
sation of bladder filling and/or an early desire to void, and/or an early 
strong desireto void, which occurs at low bladder volume and per- 
sists. Reduced bladder sensation is defined as diminished sensation 
throughout bladder filling. In absent bladder sensation the patient has 
no bladder sensations at all. Non-specific bladder sensations make the 
individual aware of bladder filling such as abdominal fullness or pres- 
sure or vegetative symptoms. 


Blaivas: Groutz Female Bladder Outlet Obstruction Nomogram. A 
nomogram that describes 4 categories based on detrusor pressure and 
uroflow (see Ch. 11, p. 123). 


DESD (detrusor—external sphincter dyssynergia}: DESD is characterized 
by involuntary contractions of the striated urethral and periurethral 
musculature during involuntary detrusor contractions. 


DLPP (Detrusor leak point pressure}: The lowest detrusor pressure at 
which leakage is observed from the urethral meatus during bladder fill- 
ing in the absence of a detrusor contraction. 


EMG: Sphincter elelctromyogram obtained with surface electrodes 
applied to the perineum. 


FSF: The bladder volume at which the patient experiences the first sen- 
sation of bladder filling during cystometry. 


IDC: Involuntary detrusor contraction. 


Ist urge: The bladder volume at which the patient experiences the first 
urge to void during cystometry. 


LUTS: Lower urinary tract symptoms. 
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Maximum cystometric capacity is the volume at which the patient feels 
he/she can no longer delay micturition. In patients with impaired blad- 
der sensation, cystometric capacity may be inferred as that volume at 
which the patient begins void or leak involuntarily because of detrusor 
overactivity, low bladder compliance or sphincteric incontinence. In 
patients with a sphincteric incontinence, cystometric capacity may 
be increased by mechanical occlusion which prevents leakage as the 
bladder is being filled. In those with normal bladder compliance and 
impaired bladder sensation, capacity may be defined as > an arbitrary 
volume at which bladder filling is stopped. 


OAB: Overactive bladder. — “Urgency, with or without urge inconti- 
nence, usually with frequency and nocturea.” 


Type 1 OAB: The patient complains of urgency but there are no invol- 
untary detrusor contractions during urodynamics. 


Type 2 OAB: Involuntary detrusor contractions are present, but the 
patient is aware of them, can contract his or her sphincter, prevent 
incontenence and abort the detrusor contraction. 


Type 3 OAB: Involuntary detrusor contractions are present. The patient 
can contract the sphincter and momentarely prevent incontinence, but 
once the sphincter fatigues, incontinence ensures. 


Type 4 OAB: There are involuntary detrusor contractions but the 
patient cannot contract the sphincter on abort the detrusor contraction 
and is incontinent. 


Pdet: Detrusor pressure is that component of Pves that is created by 
bladder wall forces. It is estimated by subtracting Pabd from Pves 
(Pdet = Pves — Pabd). 


Pdet@Q max: Detrusor pressure at maximum uroflow. 
Pves: Intravesical pressure is the pressure within the bladder. 


Pabd: abdominal pressure is the pressure surrounding the bladder. It is 
estimated from rectal pressure measurement. 


Q: Uroflow. 
Qmax: Maximum uroflow. 


Schafer (male) Bladder Outlet Obtruction and Detrusor Contractility 
Nomogram: A nomogram that describes 6 categories of obstruction and 
detrusor contractility (See Ch. 10, p. 102). 


Sensory urgency is a term, abandoned by the ICS, that refers an uncom- 
fortable need to void that is unassociated with detrusor overactivity. 


Severe urge: The bladder volume at which the patient experiences a 
severe urge to void during cystometry. 


VH,O: infused bladder volume at uptometry 
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VOID: A shorthand method of reporting uroflow and post-void residual 
(PVR). Qmax/voided volume/PVR. For example, a patient with a Qmax = 
15ml/s, voided volume = 250m] and PVR = 10ml would be reported 
as 15/250/10. 


VLPP: Vesical leak point pressure — the lowest intravesical pressure at 
which leakage is observed from the urethral meatus during cough or 
valsalva in the absence of a detrusor contraction. 
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Pre-Urodynamic Evaluation 


From a clinical standpoint, the purpose of urodynamic testing is to mea- 
sure and record various physiologic variables while the patient is expe- 
riencing those symptoms which constitute his usual complaints. In 
this context urodynamics may be considered to be a provocative test of 
vesicourethral function. Thus, it is the responsibility of the examiner to 
insure that the patient’s symptoms are, in fact, reproduced during the 
study. To this end, it is important that the examiner has all relevant 
clinical information in his or her consciousness as the urodynamic study 
progresses. Prior to the study, the patient should have undergone a fairly 
extensive evaluation as described below. 

The evaluation begins with a thorough history, physical examina- 
tion, and urinalysis. Urinary tract infection or bacteriuria should be 
treated and the urodynamic study performed about 6 weeks later. In 
some patients with persistent bacteriuria or recurrent infection it is 
advisable to perform the urodynamic evaluation while the patient is 
taking culture specific antibiotics. In patients who are on intermittent 
catheterization and have bacteriuria, we administer a culture specific 
antibiotic about 1/2 hour before the study begins. 

We strongly advocate supplementing the history with a validated 
symptom and medical questionnaire. The patient should fill out these 
questionnaires and the physician should review them prior to tak- 
ing the history so that he or she can utilize the information to help 
structure the history taking. A sample questionnaire is shown in 
Appendix 1A. 


History 


The history begins with a detailed account of the precise nature of the 
patient’s symptoms. Each symptom should be characterized and quanti- 
fied as accurately as possible by anamnesis, questionnaire, bladder diary, 
and, for incontinence, a pad test. When more than one symptom is pres- 
ent, the patient’s assessment of the relative severity of each should 
be noted. The examiner should not rely on any one of these tools, but 
rather, use each to corroborate the other. 

The patient should be asked how often he urinates during the day 
and night, how long he can comfortably go between urinations, and 
how long micturition can be postponed once he gets the urge to void. 
It should be determined why he voids as often as he does. Is it because 
of a severe urge or is it merely out of convenience or an attempt to 
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prevent incontinence or other symptoms? If the patient is incontinent, 
its severity should be graded. Does stress incontinence occur during 
coughing, sneezing, rising from a sitting to standing position, or only 
during heavy physical exercise? If the incontinence is associated with 
stress, is urine lost only for an instant during the stress or is there 
uncontrollable voiding? Is the incontinence positional? Does it ever 
occur in the lying or sitting position? Is there a sense of urgency first? 
Does urge incontinence occur? Is the patient aware of the act of incon- 
tinence or does he just find himself wet? Is there continuous invol- 
untary loss of urine? Does the patient lose a few drops or saturate the 
outer clothing? Is there enuresis? Are protective pads worn? Do they 
become saturated? How often are they changed? 

Are there voiding symptoms? Is there difficulty initiating the stream 
requiring pushing or straining to start? Is the stream weak, dribbling, 
or interrupted? Is there post-void dribbling? Has the patient ever been 
in urinary retention? 

In women, is there pelvic organ prolapse? Prolapse may present with 
a spectrum of lower urinary tract symptoms (LUTS) as described above 
and they may or not be causally related to the prolapse. In some women 
voiding is facilitated by applying pressure on the anterior wall of the 
vagina or reducing the prolapse either manually or with a pessary. In 
some patients, prolapse causes urethral obstruction (particularly those 
with grades 3 and 4). In others, it masks sphincteric incontinence that 
only becomes evident once the prolapse is reduced [1]. A history of 
prior stress incontinence that spontaneously subsided is suggestive of 
“occult stress incontinence.” 


Past medical history 


The patient should be specifically queried about neurologic conditions 
that are known to affect bladder and sphincteric function such as mul- 
tiple sclerosis, spinal cord injury, lumbar disk disease, myelodysplasia, 
diabetes, stroke, Parkinson’s disease, or multisystem atrophy. If he does 
not have a previously diagnosed neurologic disease it is important to 
ask about double vision, muscular weakness, paralysis or poor coordi- 
nation, tremor, numbness, and tingling. In women, a history of vaginal 
surgery or previous surgical repair of incontinence should suggest the 
possibility of sphincteric injury. Abdominoperineal resection of the rec- 
tum or radical hysterectomy may be associated with neurologic injury 
to the bladder and sphincter resulting in sphincteric incontinence, uri- 
nary retention (due to detrusor areflexia], and hydronephrosis (due to 
low bladder compliance). Radiation therapy may cause a small capac- 
ity, low compliance bladder, or radiation cystitis. 

In men, a history of prior medical or surgical treatment for benign and 
malignant prostate conditions should be sought. Of particular impor- 
tance is treatment for prostate cancer — radical prostatectomy, brachy- 
therapy, external beam radiation, and cyrotherapy. Each of these may 
be complicated by sphincteric incontinence, or urethral or anastamotic 
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stricture. The radiation based therapies can cause particularly difficult 
to treat urethral strictures and radiation cystitis. 

Medications sometimes cause LUTS. Alpha-adrenergic agonists, even 
those contained in over-the-counter cold remedies, can cause urethral 
obstruction and urinary retention. Tricyclic antidepressants may also 
cause bladder outlet obstruction. Narcotic analgesics and antihista- 
mines can cause impaired or absent detrusor contractility that can cul- 
minate in urinary retention. Alpha adrenergic antagonists may cause 
stress incontinence. Parasympathomimetics such as bethanechol may 
cause involuntary detrusor contractions and bladder pain. 


Physical examination 


The physical examination should focus on detecting anatomic and 
neurologic abnormalities that contribute to urinary incontinence. The 
neurourologic examination begins by observing the patient’s gait and 
demeanor as he or she first enters the examination room. A slight limp 
or lack of coordination, an abnormal speech pattern, facial asymmetry, 
or other abnormalities may be subtle signs of a neurologic condition. 
The abdomen and flanks should be examined for masses, hernias, and 
a distended bladder. Rectal examination will disclose the size and con- 
sistency of the prostate. Sacral innervation (predominately S2, S3, S4) 
is evaluated by assessing anal sphincter tone and control, genital sensa- 
tion, and the bulbocavernosus reflex. 

In women, a vaginal examination should be performed with the 
bladder both full (to check for incontinence and prolapse) and empty 
(to examine the gynecologic organs). The degree of prolapse can be 
assessed by either the Baden—Walker system (grades 1-4) [2] or by the 
pelvic organ prolapse quantification system (POP-Q} which assesses 
each compartment separately [3]. With the bladder comfortably full in 
the lithotomy position, the patient is asked to cough or strain in an 
attempt to reproduce the incontinence. The degree of urethral hyper- 
mobility may be assessed by the Q-tip test [4,5]. The Q-tip test is per- 
formed by inserting a well-lubricated sterile cotton-tipped applicator 
gently through the urethra into the bladder. Once in the bladder, the 
applicator is withdrawn to the point of resistance, which is at the level 
of the bladder neck. The resting angle from the horizontal is recorded. 
The patient is then asked to strain or cough and the degree of angula- 
tion is assessed. Hypermobility is defined as a resting or straining angle 
of greater than 30 degrees from the horizontal. If stress incontinence 
is suspected, but not demonstrated with the patient in the lithotomy 
position, the examination is repeated in the standing position. 

In men, the examination focuses on the abdomen and prostate in 
addition to neurologic testing of the perineum and lower extremities. As 
for women, if stress incontinence is suspected, but not demonstrated, 
the examination should be repeated in the standing position with a full 
bladder while the patient coughs and strains. 
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Bladder diary 


The bladder diary records the patient’s voiding patterns in his/her own 
environment and during normal daily activities. The diary is useful 
not only for diagnosis, but also insofar as the patient and physician 
gain insights into behavioral and environmental factors that aid in the 
development of a treatment plan [9]. Diary recordings have been shown 
to be reproducible and more accurate than patient’s recall [10,11]. 
Although there may be great variability in the actual data accumulated 
by these instruments, simply asking the patient whether the diary and 
pad test are representative of a “good” or “bad” day can be very useful. 
We believe that bladder diaries are extremely useful and recommend 
that they be part of not only the initial evaluation, but also for follow- 
up. In the clinical setting, 24-hour diaries are adequate for the evalua- 
tion of LUTS. 


Pad test 


For patients with incontinence, a pad test allows for the detection and 
quantification of urine loss over a set period of time. Pad tests have 
been described for multiple lengths of time from <1 hour to 1 week 
[12-15], but we find a simple 24-hour pad test done in conjunction 
with the bladder diary the day prior to the next office visit to be most 
useful [10]. 


Uroflowmetry (“free flow”) 


We believe that uroflow and PVR should be part of the initial evaluation 
of all patients undergoing invasive urodynamics. The flow rate is a com- 
posite measure of the interaction between the pressure generated by the 
detrusor and the resistance offered by the urethra. Thus, a low uroflow 
may be caused by either bladder outlet obstruction or impaired detrusor 
contractility [16]. It should be interpreted in conjunction with the max- 
imum voided volume (from the bladder diary) and PVR. Uroflow is dis- 
cussed in detail in Chapter 4. 


Post-void residual volume 


Post-void residual (PVR) is the volume of urine remaining in the blad- 
der immediately following a representative void. Unless there is 
another reason to catheterize the patient (for cystoscopy or urodynamic 
study} PVR should be estimated by ultrasound. There is considerable 
intra-individual variability in PVR and for that reason serial measure- 
ments are often necessary [6-8]. 
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In summary, the pre-urodynamic assessment comprises the following 

information: 

1 A focused history and physical examination. 

2 Urinalysis with or without culture. 

3 A 24-hour bladder diary. 

4 A 24-hour pad test (for patients with incontinence). 
5 Uroflow. 

6 Estimation of PVR urine. 

Further, in order to interpret urodynamic studies properly, the fol- 
lowing information should be available to the examiner before the start 
of the study: 

— What symptoms are you trying to reproduce? 

— What is the functional bladder capacity (maximum voided volume 

on the voiding diary)? 

— What is the PVR 

— What is the uroflow? 

— Is there a neurologic disorder that could cause neurogenic bladder? 

When the patient does experience his or her symptoms, the resulting 
physiologic data provide the substrate for understanding the etiology 
of the patient’s complaint and directing treatment. However, when the 
symptoms are not reproduced, the data often prove to be irrelevant and, 
in many instances, even misleading. For example, if a patient complains 
of urinary frequency, urgency, and urge incontinence, and cystometry 
reveals involuntary detrusor contractions which exactly reproduce the 
symptoms, then the diagnosis is straightforward. However, if a patient 
complains only of stress incontinence and the cystometrogram demon- 
strates low magnitude involuntary detrusor contractions of which he or 
she is completely unaware, which do not reproduce her symptoms, one 
would be misled to conclude that the etiology of the incontinence is 
detrusor overactivity. 

Another very common source of confusion occurs when a patient 
is unable to void or generate a detrusor contraction during the urody- 
namic study. If the examiner knows beforehand that the patient has a 
normal uroflow, no residual urine, and complains only of stress incon- 
tinence, such urodynamic findings are little clinical value. 

The widespread availability of many different urodynamic techniques 
and parameters may confound the practicing physician, but in principle 
there are only five in number — cystometry, uroflow, leak point pres- 
sure, sphincter electromyography, and radiographic visualization of the 
lower urinary tract. (We do not recommend urethral pressure profilo- 
metry and do not discuss it in this book.) Each may be performed alone 
or synchronously with one another. When done synchronously, the tests 
are called multichannel urodynamics and when performed with fluo- 
roscopic visualization of the lower urinary tract, it is called videouro- 
dynamics. Each of these topics is covered in a separate chapter. The 
variables chosen for a particular study depend on a number of factors — 
the complexity of the clinical problem, the availability of electronic 
equipment, the ease with which the study can be performed and the 
interest and expertise of the urodynamicist. 
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Urodynamic personnel 


There was a time when urodynamics consisted of nothing more than a 
catheter, some tubing, and a fluid reservoir. Those days are gone forever 
and nowadays the urodynamic staff (often only one person) must be 
nurse, clinician, technician, equipment repairman, software engineer, 
and cleaning staff. In this environment, properly trained personnel 
are essential to the operation of the urodynamic laboratory. In order 
to perform and interpret studies, the professional staff should be well 
acquainted with lower urinary tract anatomy, physiology, neurophys- 
iology, and pathophysiology. They must also be well versed in inter- 
pretation of urodynamic findings and the many sources of artifact and 
misinterpretation of data. Further, since most urodynamic equipment 
is computer based, the knowledge of computer hardware, software, and 
troubleshooting is almost mandatory. 
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PRE-URODYNAMIC EVALUATION 


Appendix 1A: LUTS Questionnaire 


OAB & Incontinence Questionnaire 


NAME: DATE: 


Instructions: Please mark only one answer for each question and do 
not handwrite any answers. Most symptoms vary from day to day. We 
understand that if you check off more than one you feel that you will 
be providing more information about your condition. Please do not 
do this. Just check the box that best describes you. You will have the 
opportunity to discuss your symptoms in more detail with your doctor. 


1 How often do you usually urinate during the day? 
Not more often than once in 4 hours 
— About every 3-4 hours 

— About every 2-3 hours 

— About every 1-2 hours 

— Atleast once an hour 


2 How many times do you usually urinate during the day? 
— 8orless times 
— 9-10 times 
—— 11-12 times 
— 13-14 times 
— 15 or more times 


3 How often do you usually urinate during the night? 
—— Never 
— About every 3-4 hours 
— About every 2-3 hours 
— About every 1-2 hours 
— At least once an hour 


4 How many times do you usually urinate at night (from the time you 
go to bed until the time you wake up for the day)? 

0 time 

— ltime 

— 2 times 

— 3times 

— 4ormore times 


5 What is the reason that you usually urinate? 

Out of convenience (no urge or desire} 

— Because I have a mild urge or desire (but can delay urination 
for over an hour if I have to) 

— Because Ihave a moderate urge or desire (but can delay urina- 
tion for more than 10 but less than 60 minutes if I have to) 
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— Because I have a severe urge or desire (but can delay urina- 
tion for less than 10 minutes) 

— Because I have desperate urge or desire (must stop what I 
am doing and go immediately) 


Once you get the urge or desire to urinate, how long can you usu- 
ally postpone it comfortably? 

More than 60 minutes 

— About 30-60 minutes 

— About 10-30 minutes 

— A few minutes (less than 10 minutes) 

— Must go immediately 


How often do you get a sudden urge or desire to urinate that makes 
you want to stop what you are doing and rush to the bathroom? 
Never (go to question 11) 

— Rarely (go to question 9) 

— A few times a month (go to question 9) 

— A few times a week (go to question 9) 

— At least once a day (go to question 8) 


How often do you get a sudden urge or desire to urinate that makes 
you want to stop what you are doing and rush to the bathroom? 
Once a day 

— Twicea day 

— Three times a day 

— Four times a day 

— Five or more times a day 


How often do you get a sudden urge or desire to urinate that makes 
you want to stop what you are doing and rush to the bathroom but 
you don’t get there in time (i.e. you leak urine or wet pads}? 

Never (go to question 11) 

— Rarely (go to question 11) 

— A few times a month (go to question 11) 

— A few times a week (go to question 11) 

— At least once a day (go to question 10) 


How often do you get a sudden urge or desire to urinate that makes 
you want to stop what you are doing and rush to the bathroom but 
you don’t get there in time (i.e. you leak urine or wet pads)? 

Once a day 

— Twicea day 

— Three times a day 

— Four times a day 

— Five or more times a day 


How often do you experience urine leakage related to physical activ- 
ity (lifting, bending, and changing positions, coughing or sneezing)? 
Never (go to question 13) 

Rarely (go to question 13) 
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— A few times a month (go to question 13) 
— A few times a week (go to question 13) 
— At least once a day (go to question 12) 


How often do you experience urine leakage related to physical activ- 
ity (lifting, bending, and changing positions, coughing or sneezing)? 


Once a day 

— Twicea day 

——— Three times a day 
— Four times a day 

— Five or more times a day 


How often do you wet yourself, your pads, or your clothes without 


any awareness of how or when it happened? 
Never 

— Rarely 

— A few times a month 

— A few times a week 

— At least once a day 


In your opinion how good is your bladder control? 
Perfect control 

—— Very good 

— Good 

— Poor 

— Nocontrol at all 


How often do you have a sensation of not emptying your bladder 


completely after you finish urinating? 
Never 

— Rarely 

— A few times a month 

— A few times a week 

— At least once a day 


How often do you stop and start during urination? 
— Never 

— Rarely 

— A few times a month 

— A few times a week 

— At least once a day 


How often do you have a weak urinary stream? 
— Never 

— Rarely 

— A few times a month 

— A few times a week 

— At least once a day 


ATLAS OF URODYNAMICS 


18 How often do you push or strain to begin urination? 
——— Never 
— Rarely 
— A few times a month 
— A few times a week 
— At least once a day 


19 How bothered are you by your bladder symptoms? 
— Notatall 
— Alittle bit 
— Pretty bothersome 
— Alot 
— Ifind it intolerable 


Answer the next question only if you have begun treatment for your 
bladder condition 


20 Compared to the way you were before your treatment 
with ————_——_, do you consider yourself to be: 
— Cured? 

— Very much improved? 
— A little bit improved? 
— About the same? 
——_ Worse? 
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Normal Micturition 


The micturition cycle (urine storage and voiding) is a nearly subcon- 
scious process that is under complete voluntary control. Bladder filling 
is accomplished without sensation and without an appreciable rise in 
detrusor pressure until a critical bladder volume is reached at which 
point one begins to feel the gradual onset of the urge to void. As blad- 
der filling continues, the sensation of the need to void increases, but 
micturition can normally be delayed for an hour or more once this is 
felt. Voiding is normally accomplished by activation of the micturition 
reflex — a coordinated neuromuscular event characterized by an orderly 
physiologic sequence (Fig. 2.1). The first recorded event is a sudden and 
complete relaxation of the striated sphincteric muscles, characterized 
by complete electrical silence of the sphincter electromyogram (EMG). 
Next, there is a fall in urethral pressure followed almost immediately by 
a rise in detrusor pressure as the bladder and proximal urethra become 
isobaric. The vesical neck and urethra open and voiding ensues. The 
reflex is normally under voluntary control and is organized in the ros- 
tral brain stem (the pontine micturition center). It requires integration 
and modulation by the parasympathetic and somatic components of the 
sacral spinal cord (the sacral micturition center). 

During urine storage, there are a number of physiologic mechanisms 
to maintain continence Fig. 2.2. (1) During bladder filling, there is a grad- 
ual increase in sphincter EMG activity (2) Immediately prior to cough 
there is a reflex contraction of the sphincter manifest as a rise in ure- 
thral pressure. (3) During straining or valsalva, there is equal transmis- 
sion of pressure from the abdomen to the urethra. (4) If a person wants 
to stop in the midst of voiding or to prevent voiding during an involuntary 
detrusor contraction, he or she contracts the sphincter, interrupting the 
stream and then, through a reflex mechanism, the detrusor contraction 
abates (see Figs. 2.9-2.11). 

In clinical practice, urethral pressures are no longer measured during 
routine urodynamic studies. The format for urodynamic studies usually 
includes synchronous measurement of uroflow (Q), vesical pressure 
(pves), abdominal pressure (pabd), detrusor pressure (pdet) sphincter 
EMG and infused bladder volume (Fig. 2.3). Normal micturition in a 
man and woman is depicted in Figs. 2.4 and 2.5, respectively. In some 
patients, mostly women, urethral resistance is so low that when the 
detrusor reflex is activated, there is either a very low or no discernible 
rise at all in detrusor pressure. Rather, when the detrusor contracts, 
because of low urethral resistance, all of the energy is converted to flow 
(Figs. 2.6-2.8). This is considered to be a normal variant. 

Some patients are unable to urinate in their normal fashion because of 
the embarrassing and unfamiliar setting of the urodynamic laboratory. 
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In these circumstances, one can infer that the study is normal by 
extracting data from the study during the filling phase (sensation, capac- 
ity, continence) and voiding (detrusor pressure}, and extrapolating from 
prior or subsequent unintubated uroflows to assess the detrusor pres- 
sure/uroflow characteristics (Fig. 2.8): Figures 10 and 11 depict normal 


urine storage mechanisms. 
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Fig. 2.1 The micturition reflex is characterized 
by an orderly sequence of events: (1) relaxation 
of the striated muscles of the sphincter (EMG 
silence), (2) fall in urethral pressure, (3) rise in 
detrusor pressure, (4) opening of the urethra, 
and (5) uroflow. Q = uroflow; Pure = urethral 
pressure; Pves = vesical pressure; 

Pdet = detrusor pressure; EMG = sphincter 
electromyogram. 


Fig. 2.2 Normal storage reflexes: (1) During 
bladder filling, there is a gradual increase in 
sphincter EMG activity that causes a gradual 
increase in urethral pressure. (2) Immediately 
prior to cough there is a reflex contraction of 
the sphincter manifest as a rise in urethral 
pressure. (3) During straining or valsalva, 
there is equal transmission of pressure from 
the abdomen to the urethra. (4) If a person 
wants to stop in the midst of voiding or to 
prevent voiding during an involuntary detrusor 
contraction, he or she contracts the sphincter, 
raising urethral pressure, interrupting the 
stream and then, through a reflex mechanism, 
the detrusor contraction abates. 
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Fig. 2.3 Format for depiction of videourodynamic 


studies in this book. In most studies either EMG 
or bladder volume is displayed. 


Fig. 2.4 Normal micturition in a 74-year-old man who was evaluated 
because of a history of urinary frequency that was determined to be 
caused by polyuria due to excessive fluid consumption based on his 
belief that “it is healthy to drink a lot of water.” (A) Urodynamic 
tracing. FSF = 93ml, lst urge = 210ml, severe urge = 597ml, 

and bladder capacity = 673ml. Note that there are several rectal 
contractions (arrows) that cause an artifactual fall in Pdet. When 
asked to void, the EMG sphincter relaxation (vertical solid line} 
occurred prior to the onset of the detrusor contraction. Qmax = 16ml/s, 
and Pdet@Qinax = 20cmH),O (vertical dashed line). (B) X-ray obtained 
during the first third of voiding shows a normally funneled bladder 
neck and an open urethra. 
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Fig. 2.5 Normal micturition in a 59-year-old woman referred for evaluation of elevated residual urine found unexpected 
during CAT scan done for abdominal pain. She denied any urologic symptoms. Uroflow was normal (VOID: 25/230/0). 
(A) Urodynamic study. FSF = 75ml, lst urge = 210ml, severe urge = 523ml, bladder capacity = 533ml. At the 
command to void, the sphincter EMG tracing becomes silent and there is a slight rise in detrusor pressure followed by 
a sustained detrusor contraction and near normal uroflow curve. During voiding there were several small increases in 
EMG activity. The first one (the vertical dotted line) momentarily prevents micturition, but as she relaxes, she voids 
with a normal upswing in the flow curve. The second one occurs after flow has begun to decline and appears to have no 
effect on flow (i.e. an artifact). Once she emptied her bladder and flow ceased, there is a further rise in detrusor pressure 
(an aftercontraction). Aftercontractions are considered to be normal variants. Qmax = 16ml, Pdet@Qmax = 43cmH,O, 
Pdetmax = 50cmH,0, voided volume = 533ml, and PVR = Oml. (B) X-ray obtained during voiding shows a normal, 
funneled bladder neck (black arrows) and open urethra. 
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Fig. 2.6 In this 74-year-old woman, normal micturition is accomplished without an appreciable rise in Pdet. Since 
there is no rise in Pabd either, the only possible explanation for this is that there is a detrusor contraction, but all of 
the energy is converted to uroflow because urethral resistance is very low. (A) Urodynamic tracing. In this patient there 
is an apparent increase in sphincter EMG activity at the beginning of voiding. That it is an artifact is demonstrated by 
the fact that there is no rise in detrusor pressure despite a smooth rise in uroflow (shaded oval). Qmax = 16ml/s, Pdet@ 
Qmax = 23cmH,0O, Pdetmax = 28cmH),O, voided volume = 624ml, and PVR = 89ml. (B) X-ray obtained during the first 
part of voiding shows the proximal two-thirds of the urethra to be wide open, but there is an apparent narrowing in the 
distal third. However, the Pdet/Q curve excludes any possibility of urethral obstruction, so this is considered a normal 
variant, sometimes termed a “spinning top” urethra. 
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Fig. 2.7 Normal micturition in a 62-year-old woman with a low 
Pdetmax and a large bladder capacity. (A) Urodynamic tracing. 

FSF = 394ml, lst urge = 755ml, severe urge occurred at 911ml, and 
bladder capacity = 1001 ml. During bladder filling she was asked to 
cough a number of times to test for stress incontinence (arrows). The 
slight fall (negative deflection) in pdet is due a small subtraction error 
and of no significance. During the voluntary detrusor contraction, 
there is a single interruption of the stream caused by a momentary 
contraction of the striated sphincter (vertical dotted black line). Since 
her prior uroflow was normal (see Fig. 2.5(B)), we consider this to be a 
normal variant due to the unfamiliar setting of the urodynamic study. 
Qmax = 27ml/s, Pdet@Qmax = 5cmH,O, Pdetmax = 9cmH,O, 
voided volume = 856ml, and PVR = 141 ml. (B) Uroflow just prior 

to urodynamic study. Qmax = 14ml/s, voided volume = 106ml, and 
PVR = Oml. (C) X-ray obtained early in micturition shows a normally 
funneled bladder neck and open urethra (arrows). 
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Fig. 2.8 ML is an 82-year-old woman evaluated because of recurrent episodes of bacterial cystitis. She denies lower 
urinary tract symptoms (LUTS). (A) Urodynamic study. FSF = 290ml, 1st urge = 348ml, severe urge = 382ml, bladder 
capacity = 382ml, Qmax = 15ml/s, Pdet@Qmax = 7cmH,O, Pdetmax = 7cmH,O, voided volume = 382ml, and 

PVR = Oml. The apparent rise in EMG activity (shaded oval) is likely an artifact since there is neither a rise in Pdet nor 
a fall in uroflow. Note that during each cough, pressure is transmitted equally to the bladder and abdomen (and urethra, 
not pictured here). This is one of the mechanisms to maintain continence. 
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(B) (C) 


Fig. 2.8 (continued) (B+C) X-rays obtained during bladder filling showing a normal bladder contour. (D) X-ray obtained 
at Qmax Shows a urethra of normal contour and some contrast in the vagina (arrows). (E) X-ray obtained near the end of 
micturition. 
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Fig. 2.9 Normal variant KK is a 23-year-old woman evaluated because of recurrent urinary tract infections associated 
with sexual activity. Bladder diary was normal, maximum voided volume was 360ml and uroflow was normal. 

(A) Urodynamic study. FSF = 28ml, lst urge = 102ml, severe urge = 124ml, and bladder capacity = 192ml. At the 
command to void, she relaxes her sphincter (EMG becomes silent) and develops a detrusor contraction, but involuntarily 
contracts her sphincter (increased EMG activity) and that reflexly aborts the detrusor contraction. This process is 
repeated over and over again during the study and she voids with a markedly interrupted stream. She stated, though, 
that she never voids like this and admitted that she was simply unable to relax during the study. Since her Pdetmax 
(43cmH,O) is normal and her unintubated uroflow was normal (see Fig. 2.8(B}), we concluded that she is normal. 

Of course, if this were representative of the way she usually voids, we would consider it to be an acquired voiding 
dysfunction. Qmax = 8ml/s, Pdet@Qmax = 26cmH,O, Pdetmax = 43cmH,0O, voided volume = 117ml, and PVR = 67 ml. 
Normal uroflow done 1 week prior to urodynamic study. Qmax = 30ml/s; Qae = 9ml/s, voided volume = 252ml, 

PVR = Oml, (C) X-ray obtained at Qmax shows a normal bladder and urethra. 
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Fig. 2.10 Storage mechanisms: (A) Urodynamic tracing. During cough and strain there is equal transmission of pressure 
to the bladder and urethra accompanied by an increase in sphincter EMG. (B) The urethra remains closed (arrows) and 
continence is preserved during straining. Note that the bladder base has descended well below the pubis. 
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Fig. 2.11 Storage reflexes interrupting the urinary stream and aborting the detrusor contraction: The patient is a man 
with mostatic obstruction. (A) Urodynamic tracing. During an involuntary detrusor contraction, the patient voluntarily 
contracts his sphincter, obstructing the urethra. The detrusor contraction subsides and he is not incontinent (shaded 
oval). (B) X-ray obtained as he contracts his sphincter to prevent incontinence. One would expect the contrast to stop at 
the membranous urethra, but since he has prostatic obstruction the entire proximal urethra, is narrowed. 
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Cystometry 


Cystometry (CMG, cystometrogram) has been described as the “reflex 
hammer” of the urodynamicist. It is not only the method by which the 
pressure/volume relationship of the bladder is measured, but it is also 
an interactive process which permits examination of motor and sensory 
function. It is used to assess detrusor activity, sensation, capacity, com- 
pliance, and control of the micturition process. Before beginning the 
CMG, the examiner should have access to the patient’s history, blad- 
der capacity, and post-void residual urine. After a detailed explanation 
to the patient, the examination is begun by passing a catheter into the 
bladder, measuring residual urine, and filling the bladder. Close verbal 
contact is maintained between patient and examiner as pre-defined 
motor and sensory landmarks are observed and annotated. 


Terminology 


The terminology presented herein is a compilation of the last two Inter- 
national Continence Society (ICS) reports liberally sprinkled with our 
own opinions about terminology [1,2]. Whenever we use a terminol- 
ogy different from the current ICS recommendations, we give the rea- 
sons. Intravesical pressure (Pves) is the pressure within the bladder. 
Abdominal pressure (Pabd) is the pressure surrounding the bladder. It is 
estimated from rectal pressure measurement. Detrusor pressure (Pdet) 
is that component of Pves that is created by bladder wall forces. It is 
estimated by subtracting Pabd from Pves (Pdet=Pves—Pabd). 

Maximum cystometric capacity is the volume at which the patient 
feels he/she can no longer delay micturition. In patients with impaired 
bladder sensation, cystometric capacity may be inferred as that volume 
at which the patient begins void or leak involuntarily because of detru- 
sor overactivity, low bladder compliance, or sphincteric incontinence. 
In patients with sphincteric incontinence, cystometric capacity may be 
increased by mechanical occlusion of the urethra, which prevents leak- 
age as the bladder is being filled. In those with normal bladder compli- 
ance and impaired bladder sensation, capacity may be defined as greater 
than an arbitrary volume at which bladder filling is stopped. Bladder 
compliance is calculated by dividing the change in bladder volume by 
the change in detrusor pressure during that change in bladder volume. 
Compliance is expressed as ml/cmH,O. 

During bladder filling, the ICS recommends that the following sen- 
sory landmarks be reported: first sensation of bladder filling (FSF), first 
desire to void (1st urge), strong desire to void (severe urge). The ICS rec- 
ommends that the words “urge to void” not be used. We think either 
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desire or urge to void is acceptable terminology. Others have recom- 
mended that the urge or desire to void during cystometry be recorded 
on a 4 point scale [3-5]. Increased bladder sensation is defined as a FSF 
and/or an early desire to void, and/or an early strong desire to void, 
which occurs at low bladder volume and persists. Reduced bladder sen- 
sation is defined as diminished sensation throughout bladder filling. In 
absent bladder sensation the patient has no bladder sensations at all. 
Non-specific bladder sensations, such as abdominal fullness or pressure 
or vegetative symptoms, may make the individual aware of bladder 
filling. Bladder pain during filling cystometry is an abnormal finding. 
Urgency is a sudden compelling desire to void. 

Detrusor function during bladder filling is classified as normal or over- 
active. Normal detrusor function allows bladder filling with little or no 
change in pressure. No involuntary contractions occur despite provoca- 
tion. Detrusor overactivity is a urodynamic observation characterized by 
involuntary detrusor contractions during the filling phase which may be 
spontaneous or provoked. Detrusor overactivity is a generic term that 
denotes involuntary detrusor contractions. There is no lower limit for 
the amplitude of an involuntary detrusor contraction, but when they are 
very low ancillary information to document their presence should be 
sought. These include a sudden urge to void, sudden change in sphincter 
electromyographic (EMG) activity, or incontinence. The ICS defines two 
patterns of detrusor overactivity: Phasic detrusor overactivity is defined 
by a characteristic waveform, and may or may not lead to urinary incon- 
tinence. Terminal detrusor overactivity is defined as a single involuntary 
detrusor contraction occurring at cystometric capacity, which cannot 
be suppressed, and results in incontinence. However, there are other 
instances of terminal detrusor overactivity, wherein incontinence does 
not result because the patient is able to contract the sphincter, prevent 
incontinence, and abort the detrusor contraction [6]. 


Filling versus voiding cystometry 


From a technical standpoint, cystometry refers to the filling phase of 
bladder function and to the measurement of changes in vesical pressure 
with slow progressive increases in volume. Some urodynamicists refer 
to “voiding cystometry,” by which they mean the pressure measure- 
ments during micturition. However, unless uroflow is simultaneously 
measured, little useful clinical information can be obtained. In prac- 
tice, the “voiding CMG” is really part of the detrusor pressure/uroflow 
study. 


Infusants for cystometry 


Cystometry has been performed with a variety of infusants includ- 
ing fluid (water, saline, or radiographic contrast) and gas (air, carbon 
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dioxide}. Air should not be used because of the rare possibility of fatal 
air embolus. In our opinion, liquid is vastly superior to gas for sev- 
eral reasons: (1) when liquid is used, the bladder can be left full at the 
conclusion of the study, the patient checked for stress incontinence, 
and uroflow obtained (this is impossible with gas), (2) if incontinence 
occurs during the CMG it is usually obvious with liquid while gas 
leakage is much more difficult to detect; and (3) liquid is more physi- 
ologic and not compressible like gas. Because of the rapid filling rate 
that is commonly used with gas, it is often very difficult to distinguish 
a detrusor contraction from low bladder compliance. 


Cystometric patterns 


The normal adult CMG is divided into four phases (Fig. 3.1). 

Phase I: The initial pressure rise represents the initial response to 
filling, and the level at which the bladder trace stabilizes is known as 
the initial filling pressure. The designation “resting pressure,” though 
often used, is incorrect. The first phase of the curve is determined by 
the initial myogenic response to filling and by the elastic and viscoelas- 
tic response of the bladder wall to stretch. With more rapid rates of fill- 
ing, there may be an initially higher peak, which then levels off. This 
peak type of initial response is relatively common with gas cystometry. 

Phase II: Phase II is called the tonus limb. As the bladder fills, intra- 
vesical pressure remains low because of a property of the bladder wall 
known as accommodation. Compliance is normally high in phase II 
and uninterrupted by phasic rises in pressure. 

Phase III: Phase III is reached when the elastic and viscoelastic prop- 
erties of the bladder wall have reached their limit. Any further increase 
in volume generates a substantial increase in pressure. This increase in 
pressure is not the same as a detrusor contraction. If a voluntary or 
involuntary contraction occurs, phase III may be obscured by the rise 
in pressure so generated. 

Phase IV: Phase IV consists of the initiation of a voluntary detrusor 
contraction. Some patients are unable to generate a voluntary detru- 
sor contraction in the testing situation, especially in the supine posi- 
tion. This should not be called detrusor areflexia unless it is associated 
with a neurologic condition known to cause detrusor areflexia. Rather, 
it should simply be noted that the patient was unable to generate a 
detrusor contraction. We do not consider it to be abnormal unless other 
clinical or urodynamic findings are present that indicate a pathologic 
process. 


Bladder wall compliance 


Bladder compliance may be thought of as “bladder wall stiffness.” It is 
calculated by dividing the change in bladder volume by the change in 
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detrusor pressure during that change in bladder volume. The numeric 
value of compliance is dependent in large part on the volume interval 
over which it is measured. For example, during the tonus limb of the 
CMG (phase II), compliance is normally high; whereas, in phase III, it 
is normally much lower (see Fig. 3.1). 


Technique of cystometry 


Prior to beginning the cystometric examination, the examiner should 
plan his diagnostic approach. He should know what the patient’s symp- 
toms are, what the functional bladder is, and what the patient’s lowest 
post-void residual urine is. The purpose of the examination is to repro- 
duce the patient’s symptoms, and by appropriate observations and mea- 
surements, the underlying pathophysiology should become apparent 
as the examination proceeds. Cystometry should be performed when 
the patient is awake and not sedated. It is generally advisable that the 
patient is not taking any medications that affect bladder function, but 
for patients being treated with medications who are not responding as 
expected, it is often prudent to reevaluate them while they are on their 
medications. 

The urodynamic equipment should be calibrated and urethral and rec- 
tal catheters passed. All systems are zeroed at atmospheric pressure. 
For external transducers, the reference point is the level of the superior 
edge of the symphysis pubis. For catheter-mounted transducers the ref- 
erence point is the transducer itself. 

Data concerning bladder, abdominal, and urethral pressure can be 
obtained with microtip transducers, fiberoptic catheters, or fluid/con- 
trast medium-filled catheters connected to external transducers. The 
major difference between microtip catheters and all the others is that 
in the former, the transducer is at the end of the catheter. The con- 
sequence of this is that there is no mechanism for achieving a stan- 
dardized zero reference point; that is, the zero is the tip of the catheter 
itself. That means that if there is a catheter in the rectum, bladder, and 
urethra, they all have a different zero. Further, when the catheter is in 
the bladder, the weight of the urine will be recorded and added to the 
vesical pressure. If the tip of the catheter is at the top of a full bladder, 
it will record a lower pressure than if it is in the bottom of the bladder. 
Depending on the circumstances, these differences may or may not be 
clinically relevant. Although proponents of microtip technology claim 
that there is less dampening than with externally based transducers, 
artifact may be created when the catheter rests against the bladder or 
urethral wall. 

A newly designed pressure measuring catheter utilizes microair charg- 
ing of a balloon which is circumferentially placed around the catheter at 
appropriate locations. A miniature air-filled lumen communicates the 
pressure signal to an external semiconductor transducer in the cable. Its 
advantage is highly reproducible pressure recording measurements, par- 
ticularly evident in studies of urethral pressure profilometry. 
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After a detailed explanation to the patient, the examination is begun 
by passing a catheter into the bladder, measuring residual urine, and 
filling the bladder. Communication between the patient and the uro- 
dynamicist is essential. Close observation of the patient is necessary 
because any rise in vesical pressure must be accounted for. It may reflect 
either a rise in the detrusor pressure, a movement artifact, or a change 
in abdominal pressure. To this end, synchronous measurement of Pves 
and Pabd is crucial; Pdet is electronically calculated by subtracting 
Pabd from Pves (Figs. 3.2 and 3.3). Moreover, detrusor contractions may 
be voluntary or involuntary. The only means of distinguishing volun- 
tary from involuntary detrusor contractions is by talking to the patient 
(Fig. 3.4). 

According to the ICS, “In everyday life the individual attempts to 
inhibit detrusor activity until he/she is in a position to void. Therefore, 
when the aims of the filling study have been achieved, and when the 
patient has a desire to void, normally the ‘permission to void’ is given. 
That moment is indicated on the urodynamic trace and all detrusor 
activity before this ‘permission’ is defined as ‘involuntary detrusor activ- 
ity’.” We disagree with that approach (see Chapter 9 on OAB) and rec- 
ommend that, during cystometry, the patient should be instructed to 
neither void nor inhibit micturition. Rather, the patient is instructed 
to simply report his/her sensations to the examiner. Periodically dur- 
ing the study, the patient should be asked to cough or strain, both to 
check the operation of the equipment and to see whether bladder 
activity is provoked by such maneuvers. Other techniques to provoke 
involuntary detrusor contractions include running water and handwash- 
ing. The volume of the FSF, lst urge, severe urge, and desperate urge 
(urgency, feeling that micturition is imminent) are recorded. If an invol- 
untary detrusor contraction occurs, the patient should be asked to try to 
prevent voiding (or incontinence) and his/her ability to do so is recorded 
(see classification of OAB in Chapter 9}. It should also be noted whether 
or not the patient is aware of the contraction. 

A normal CMG is seen in Figure 3.2(A). The pressure measured by 
the cystometer (vesical pressure) is the sum of detrusor pressure plus ab- 
dominal pressure. Thus, any Pves increment may be due to an increase 
in Pabd, Pdet, or combinations of the two. To eliminate an artifac- 
tual change in calculated detrusor pressure due to abdominal pressure 
changes, it is desirable to measure abdominal pressure simultaneously 
(Figs. 3.2 and 3.3). Once an artifactual or transmitted rise in Pdet has 
been excluded, there are three possibilities that can account for a rise 
in detrusor pressure — a voluntary or involuntary detrusor contraction 
or low bladder compliance. There are no characteristics of detrusor con- 
tractions that allow the examiner to distinguish voluntary from invol- 
untary detrusor contractions (Fig. 3.4). The only way to distinguish 
the two is by communication with the patient during the urodynamic 
study. Terminal and phasic detrusor overactivity is depicted in Figures 
3.5 and 3.6 respectively. 

It is often difficult to distinguish low bladder compliance from a 
detrusor contraction and, to compound the problem further, the two 
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conditions often coexist in the same patient. The best method for mak- 
ing this distinction is to start and stop bladder filling during the rise in 
pressure. In low bladder compliance, there is an abrupt fall in pressure 
when bladder filling is stopped; whereas, the pressure continues to rise 
or stabilizes during a detrusor contraction (Figs. 3.7 and 3.8). 

Many patients strain in an attempt to initiate micturition or strain 
during micturition. Without multichannel studies, it is not possible to 
interpret the tracings properly because of abdominal straining (Fig. 3.9). 
In addition, rectal contractions can complicate the tracings even further 
(Fig. 3.10). 

The ICS has made specific recommendation regarding the testing and 
reporting of cystometry. 

The clinician should specify: 

(a) Access (transurethral or percutaneous). 

(b) Fluid medium (liquid or gas). 

(c) Temperature of fluid. 

(d) Position of patient (e.g. supine, sitting, or standing). 

(e) Filling may be by diuresis or catheter. Filling by catheter may be 
continuous or incremental, the filling rate should be described as phys- 
iologic or non-physiologic. Physiologic filling rate is defined as a filling 
rate less than the predicted maximum (predicted maximum calculated 
according to the formula [7]: 


body weight (kg) 
4 


ml/min 


Non-physiologic filling rate is any filling rate greater than the predicted 
maximum. 

(f| The type (single, double, triple lumen}, number of catheters (ure- 
thral, rectal}, and size. 

(g) Type of transducer (microtip, external, water, or air charged). 

(h) Measuring equipment. 


Pitfalls of cystometry 


1) Calibration of electronic equipment should be done on a regular 
basis. Failure to do so can greatly alter the numeric values of pressure. 
2) The rate of bladder filling can alter certain cyptometric findings. 
Non-physiologic filling rates decrease bladder compliance; the higher 
the filling rate, the lower the compliance [8,9] and may also proverb 
detrusion overactivity and bladder pain. 

3) Intravesical pressure is affected by (1) the volume of fluid in the 
bladder, (2) the presence or absence of a detrusor contraction, (3) blad- 
der compliance, and (4) extravesical conditions that cause compression 
restriction, or expansion of the bladder. 

4) Vesicoureteral reflux, bladder diverticula, and leakage of water from 
around the catheter can lead to a decrease in recorded Pves. 
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5) Infections, inflammation, and radiation tend to increase the filling 


limb of the CMG, as do parasympathomimetic drugs. 


6) Other medications, such as anticholinergics, and narcotics can 
increase bladder compliance and capacity. 
7) Cystometric recordings are also affected by changes in the position 
of the patient. In the supine position patients are less likely to void 
or leak urine. With patients in the sitting and in the upright positions 
baseline vesical and abdominal pressure are higher, but detrusor pres- 
sure is unchanged. 


Patient cooperation is imperative in obtaining meaningful cystomet- 


ric studies. Moving, crying, extraneous muscular activity, and failure of 
the patient to follow directions greatly diminish the value of the study. 
Recordings of abnormal movement or coughing should be annotated on 
the tracings. 
Perhaps the most important pitfall, though, is misinterpretation 
of the findings. Two in particular are (1} failing to fill the bladder to 
functional bladder capacity in patients with very large bladders and (2) 
ascribing pathology to patients who are unable to generate a voluntary 
detrusor contraction during the urodynamic study. These are discussed 
in more detail in the Chapter 8. 
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Fig. 3.1 Idealized CMG (see text for details). The 
dashed line in phase I is seen only with very rapid 
filling, such as that attained when carbon dioxide is 
used. It is attributed to the viscoelastic properties of the 
bladder wall. Note that bladder compliance changes at 
different bladder volumes. Bladder compliance during 
the tonus limb (phase II) = 400m1/10cmH,O = 40ml1/ 
cmH),O; bladder compliance at the end of phase III of the s 199 Ra ada ii ii 
CMG (500ml) = 100m1/20cmH,0 = 5ml/cmH,O. Volume (ml) 
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Fig. 3.2 Normal CMG in a 59-year-old woman referred for evaluation of elevated residual urine found unexpectedly 
during CAT scan done for abdominal pain. She denied any urologic symptoms. Uroflow was normal (voided 

volume = 230ml, pattern = normal, Qmax = 25ml/s, and post-void residual = Oml). (A) CMG. FSF (first sensation of 
bladder filling) = 75ml, 1st urge = 210ml, severe urge = 523ml, and bladder capacity = 533ml. At the command to void, 
there is a rise in detrusor pressure, but there is no way, by looking at this tracing, to determine whether this is a detrusor 
contraction or abdominal straining. Further, there is no way to account for the other rises in Pves (arrows). (B) When 
Pdet is displayed (by subtracting Pabd from Pves) it is possible to account for each rise in pressure. Note that there is an 
artifactual rise in detrusor pressure due to unequal pressure registration in the vesical and abdominal tracings (shaded 
oval B) because of a calibration error seen during a cough at the far left of the tracing (shaded oval A). 
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Fig.3.3 (A) With just the Pves tracing you have very limited or no information about what is happening. Arrow A — is this 
an artifact, straining, cough, etc.? Arrow B - this looks like straining, but it could be a short-lived detrusor contraction. 
Arrow C - Is the patient straining or is this a detrusor contraction? (B) More information is attained by displaying Pabd. 
The arrows marked “A” confirm that there is an equal rise in both vesical and abdominal pressure. This means that 

the rise in Pves was due to a rise in Pabd. The narrow spike in pressure suggests that these are coughs, but the only way 
of knowing for sure is by watching and talking to the patient. At arrow B there is a rise in Pves with no corresponding 
rise in abdominal pressure. The only explanation for this is that the patient is having a detrusor contraction. At arrow 

C, there is a nearly equal rise in Pves and Pabd. There are two possibilities to account for this. The patient may be 
straining during a detrusor contraction or there is a calibration error. The fact that the pressures at the black arrows were 
transmitted equally prove that this is a detrusor contraction accompanied by straining. 
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Fig.3.3 (continued) (C) Visualizing all three pressures simultaneously permits a definitive diagnosis. Arrows marked “A” 
point to coughs (Pves and Pabd rise equally). Arrow B shows a detrusor contraction. Arrow “C” also points to a detrusor 
contraction, but when you also look at Pabd it is apparent that the patient is straining. The result is that the detrusor 
contraction appears on the Pves tracing to be much higher than it really is. (D) When the uroflow channel is displayed an 
even more accurate picture is obtained. Arrow A points to a strong cough (Pves = 112cmH,0O with no leak (black circle). 
Arrow B is a detrusor contraction that does not result in flow. It is not possible from this tracing to determine why. In 
this case though, it was an involuntary detrusor contraction that the patient voluntarily suppressed. The only way to 
know this is by communicating with the patient during the study. At arrow C, the patient is asked to void. She strains in 
an attempt to initiate micturition and almost immediately thereafter, the detrusor contracts and flow begins. 
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Fig. 3.4 A sampling of voluntary and 
involuntary detrusor contractions in 
men. It is not possible to determine 
whether a contraction is voluntary or 
involuntary from the tracing alone. 
It can only be done at the time of 

the urodynamic study by speaking to 
the patient. I = involuntary detrusor 
contraction and V = voluntary 
detrusor contraction. 


Fig. 3.5 Terminal detrusor 
overactivity (See text for details, 
p. 23). 


Fig. 3.6 Phasic detrusor overactivity 
(See text for details, p. 23). LM 


Fig. 3.7 Low bladder compliance versus involuntary 
detrusor contraction. During bladder filling there is a steep 
rise in detrusor pressure. Is this a detrusor contraction or 
low bladder compliance? The principal means by which 
this distinction is made is to stop the bladder infusion. Each 
time it is stopped (vertical solid lines), detrusor pressure 
falls (dotted lines) and when bladder infusion is started 
again (vertical dashed lines), detrusor pressure rises (dashed 
lines). At the end of bladder filling, there is another rise in 
detrusor pressure (arrow A) and the infusion is stopped. 
This time, Pves and Pdet continue to rise, proving that this 
is a detrusor contraction (arrow B). 
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Fig. 3.8 (A) This CMG demonstrates two steep rises in Pves. The black lines parallel the pressure rises. Without further 
information, it is not possible to determine whether these are due to straining, detrusor contractions, or low bladder 
compliance. (B) When Pabd is displayed, it is apparent that the rise in Pves is not due to abdominal straining, but the 
distinction between low bladder compliance and detrusor contraction can still not be made. (C) The bladder infusant 
channel is displayed at the bottom of the graph. At the vertical dashed line A, the infusant is stopped and Pves and Pdet 
fall (arrows). At the vertical dashed line B, there is another steep rise in pressure and the infusion is again stopped, but 
this time pressure continues to rise, showing that this is a detrusor contraction, in this case an involuntary one. 
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Fig. 3.9 (A) This is another Pves tracing showing a steady rise in pressure (arrow A) with a steep rise at the end (arrow B). 
(B) Adding Pabd to the figure we see a corresponding rise in Pabd (arrows A} and a drop in Pabd at the end without a drop 
in Pves pressure (arrows B). (C) Again with three tracings showing we see a lot more. There is a steady and equal rise in 
Pabd and Pves (arrows A) indicative of straining. The patient continues to strain and also develops a detrusor contraction 
(arrows B), but when straining stops, Pdet rises further (arrow C). One explanation for this is that while straining, the 
patient subconsciously contracted the sphincter, inhibiting the detrusor contraction, and relaxed the sphincter once 
straining stopped. Alternatively, the patient may have relaxed the sphincter during straining and contracted the sphincter 
when straining stopped. The only way to make the distinction is by measuring synchronous sphincter EMG and uroflow. 
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Rectal contractions _ 


Fig. 3.10 In this patient with low 
bladder compliance, after radical 
hysterectomy, spontaneous rectal 
Artifactual fall in detrusor pressure Low bladder compliance contractions artifactually lower Pdet. 
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Uroflowmetry is a simple, non-invasive diagnostic procedure that calcu- 
lates the rate of urine expulsion as a function of time. It is performed by 
having a person urinate into a funnel connected to an electronic measur- 
ing instrument. The measuring device calculates the mass of urine pro- 
duced during the interval from initiation until completion of the void. 
This information is converted into an x-y plot with flow rate (ml/s) 
on the ordinate and time on the abscissa. 

As originally described, uroflow was thought to be most useful as a 
test to diagnose urethral obstruction, especially in men with lower uri- 
nary tract symptoms (LUTS). With the evolution of detrusor pressure- 
uroflow studies and the recognition that uroflow reflects the net 
interaction of detrusor contractility and outlet resistance, the limita- 
tions of uroflow became evident. It subsequently has been shown that 
a diminished uroflow may be due, not only to outlet obstruction, but 
also to impaired detrusor contractility and low voided volumes; and, 
it is not possible by examining the uroflow curve to make the distinc- 
tion between urethral obstruction and impaired detrusor contractility 
[1]. Furthermore, bladder outlet obstruction and impaired detrusor con- 
tractility can co-exist in the same patient and; finally, there is an entity 
called high flow urethral obstruction wherein the diagnosis is based on 
a very high detrusor pressure and normal uroflow [2]. Nevertheless, 
uroflowmetry remains an extremely useful modality in the armamen- 
tarium of the urodynamicist. Provided that an adequate volume is 
voided (>150ml], it is an excellent screening procedure for pathol- 
ogy. In men with LUTS, for example, a low flow is caused by urethral 
obstruction in about 65% and impaired detrusor contractility in 35% 
[3]. Once an accurate diagnosis has been attained by detrusor pressure/ 
uroflow studies, uroflow is used to document and follow the progress 
of therapeutic interventions. 


Terminology 


Urinary flow rate is defined as the volume of fluid expelled via the 
urethra per unit time. It is expressed in ml/s. Uroflow is described in 
terms of its pattern and rate. The pattern may be continuous or inter- 
mittent. The continuous flow curve is one in which the entire mictu- 
rition is completed when the flow rate drops to zero for the first time 
after the onset of flow. The pattern is further described as a smooth 
arc shaped curve (Fig. 4.1) or fluctuating when there are multiple peaks 
during a period of continuous urine flow (Fig. 4.2). An interrupted flow 
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is one in which two or more curves fall to zero flow before the end of 
micturition (Fig. 4.3). The flow pattern can be further described as nor- 
mal, plateau, or straining. 

Maximum flow rate (Qmax) is the maximum measured value of the 
flow rate after correction for artifacts. Average flow rate (Qave) is voided 
volume divided by flow time. Voided volume is the total volume 
expelled via the urethra. Flow time (TQ) is the time over which mea- 
surable flow actually occurs. When flow is intermittent, the time inter- 
vals between flow episodes are disregarded. Voiding time is the total 
duration of micturition, including the interruptions. When voiding is 
completed without interruption, voiding time is equal to flow time. 
Time to maximum flow (TQ,,,x) is the elapsed time from the onset of 
flow to maximum flow. For patients with continuous flow, TQmax is 
approximately one-third of voiding time in both normal and obstructed 
patients because the prolongation of voiding time in obstruction is pri- 
marily due to a prolongation of the descending limb of the flow curve. 
A uroflow report should include at the least Qmax, voided volume, and 
pattern. In addition, it should be noted whether the flow was obtained 
with a transurethral catheter in place (intubated) or without a catheter 
in place (unintubated or free flow). It should be further noted whether 
or not the recorded uroflow was typical of the patient’s usual micturi- 
tion pattern. 


The equipment 


Two differing technologies are used to measure urinary flow rate: load 
cell systems, employed by most manufacturers, rely on urine fall- 
ing onto a pressure transducer and spinning disk systems rely on the 
change in velocity of a spinning disk as flowing urine strikes it. The 
latter is reported to be more accurate over a wide spectrum of flow 
rates and is often referred to as the “gold standard”. Load cell systems, 
on the other hand, offer high accuracy and are more durable because 
they lack moving parts that may need repair or replacement. Another 
important factor to consider is the frequent cleaning the spinning disk 
system requires. 

Modern electronic uroflowmeters are designed to provide high sen- 
sitivity and reproducibility of data. The technical attributes that pro- 
vide high sensitivity to a uroflowmeter is the time constant parameter. 
From a practical viewpoint, a time constant of 0.25 seconds means that 
the flowmeter will register any change in flow rate lasting 0.25 seconds 
or more. In the case of maximum urinary flow rate, however, such high 
sensitivity may not be desirable, since it allows the flowmeter to cap- 
ture even a brief artifactual change in flow rate. This can occur if the 
urinary stream directly contacts a rotating disk flowmeter or if there 
is mechanical movement with the weight and electronic dipstick 
uroflowmeters. 

All uroflowmeters are equipped with an auto start capability. Data 
acquisition, triggered by the flow of a predetermined velocity or volume 
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of urine, begins automatically once voiding starts. This allows the equip- 
ment to remain in operation while the patient prepares to void, prevents 
the waste of memory and/or paper, and provides some measure of pri- 
vacy for the patient. 


Before the procedure 


The patient is instructed to arrive at the office with a comfortably full 
bladder and wait until his/her usual urge to void is felt before voiding 
for the uroflow. Often, patients do not do this, so after they arrive (and 
void in the bathroom because they couldn’t hold it any longer), they 
are asked to drink water until they experience the sensation that they 
experience as their usual urge to void. 


Interpretation of uroflow tracings 


Uroflowmetry integrates the activity of the bladder and the outlet dur- 
ing the emptying phase of micturition. Flow rate and pattern are the 
recorded variables, if these are both normal, it is unlikely that there is 
any significant disorder of emptying. A normal flow, however, does not 
entirely exclude obstruction, which is defined on the basis of the rela- 
tionship between detrusor pressure and simultaneous flow [2]. There is 
considerable overlap in uroflow parameters between normal and abnor- 
mal patients. This variability is more pronounced for Q,,. than for Qmax, 
and for this reason, most experts regard Qmax as the single most useful 
parameter. 

A number of factors can influence the flow rate including age, sex, 
voided volume, psychic inhibition, bladder outlet obstruction, and 
impaired detrusor contractility [1,3-9]. For any given patient, though, 
the most critical factor affecting uroflow is the voided volume. Uroflow 
obtained at the extremes of voided volumes (too high or too low) are 
less reliable than those obtained with a comfortably full bladder (see 
Fig. 4.7). In comparing flow rates in a given individual from one time 
to another, whether for the purpose of evaluating treatment or follow- 
ing a given condition, it has been proposed that the rates should be 
standardized for volume. Volume-flow rate nomograms have been con- 
structed in this regard and a number have been published. The Siroky 
and Liverpool nomograms are most commonly utilized [6,8,9]. The pri- 
mary caveat in interpreting uroflow is to make sure that the flow event 
closely approximates the usual voiding event for that patient (based on 
bladder diaries). 

Normal, continuous flow patterns are seen in Figure 4.4(A—D). A 
fluctuating pattern may be due to abdominal straining, fluctuations in 
the force of detrusor contraction, and/or fluctuations in sphincter activ- 
ity (Fig. 4.4(E}}. In women with sphincteric incontinence, urethral resis- 
tance may be sometimes lower during voiding resulting in a very high 
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flow rate that has been called “superflow” (Fig. 4.4(F]}. Interrupted flow 
patterns may be associated with a normal Qmax (Fig. 4.5). Computer 
generated reports of maximum flow rates should always be correlated 
with actual tracings and corrected for artifacts [5]. Transient spiky 
increases in flow due to accidentally jarring the flowmeter may be erro- 
neously reported as Qmax in computer generated reports (Fig. 4.6]. It is 
well documented that Qmax is dependent, in part, on bladder volume. 
In general Qmax increases with voided volume, but at high bladder vol- 
umes, Qmax tends to fall and at bladder volumes less than 150m1 uro- 
flow is inaccurate. The dependency of Qmax on voided volumes is seen 
in Figure 4.7(A-D). 

Urethral obstruction and impaired detrusor contractility both result 
in a diminished flow rate and flattened curve, but there are no charac- 
teristics of the uroflow curve that allows one to make the distinction 
between the two (Fig. 4.8) [1]. Figure 4.9 shows two uroflow tracings 
with approximately the same numerical values and flow patterns, one 
due to urethral obstruction and the other due to impaired detrusor con- 
tractility. Patients with either fixed infravesical obstruction or impaired 
detrusor contractility may strain to void yielding characteristic spikes 
in flow patterns despite overall diminished flow rate (Figs. 4.10(A) and 
(B)). Figure 4.11 shows an unusual cause of urethral obstruction in a 
man after transurethral resection of the prostate (TURP). In the case 
of patients having undergone augmentation cystoplasty or neobladder 
formation, voiding may occur with straining and simultaneous pelvic 
floor relaxation yielding a pattern of alternating peaks and troughs in 
urinary flow rate (Fig. 4.12). 


Pitfalls of uroflow 


Certain factors or conditions may interfere with the accuracy or con- 
sistency of uroflowmetry. The most common pitfall in evaluating uro- 
flow is not to take voided volume into account (see Fig. 4.7). Another 
is relying on a single flow parameter, such as Qmax, as it is possible for 
a patient to generate very high Qmax, which is only momentarily sus- 
tained (see Fig. 4.11). Yet another is relying on a computer generated 
readout that cannot distinguish artifacts (see Fig. 4.6) or that record 
tiny surges aS Qmax (See Fig. 4.4(E)). Finally, one must remember that 
automated reports of Qave require that flow be continuous and that 
there is a clearly definable end point of micturition. In a patient with 
intermittent flow or significant terminal dribbling, a misleadingly low 
average flow rate may result. To guard against all these artifacts, it is 
important that every flow curve be manually inspected. 

The uroflow machine itself can be checked periodically for accuracy. 
A simple technique involves applying a known volume of fluid over 
a fixed time interval. Q,,. and volume voided can be easily calculated 
and checked against the flowmeter. Q,,. = voided volume/time. 
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Fig. 4.2 Continuous, fluctuating uroflow. 
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Fig. 4.3 Interrupted flow pattern. 
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Fig. 4.4 Normal, continuous uroflows: (A) Normal uroflow in a 49-year-old woman. Qmax = 26ml/s, mean flow = 
15ml/s, voided volume = 162ml, and PVR (post-void residual) = 10ml. (B) Normal uroflow in a 53-year-old man. The 
pattern is continuous and the curve is fluctuating. Qmax = 24ml/s, mean flow = 13ml/s, voided volume = 190ml, 

and PVR = Oml. (C) Normal uroflow in a 52-year-old man. The pattern is continuous and the curve is very slightly 
fluctuating. Qmax = 31 ml/s, Qaye = 22 ml/s, voided volume = 269ml, and PVR = Oml. (D) Normal uroflow in a 59-year- 
old man. The pattern is continuous and the curve is slightly fluctuating. Q,,,, = 15ml/s, mean flow = 10ml/s, voided 
volume = 200ml, and PVR = 10ml. 
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Fig. 4.4 (continued) (E) Marked fluctuations within a single continuous flow curve are usually due to dynamic changes 
in sphincter resistance or abdominal straining. In this young woman, it is due to pelvic floor dysfunction (subconscious 
contractions and relaxations of the striated pelvic floor during voiding). This results in a staccato uroflow pattern. In 
this instance, the computer generated readout of Qmax Was = 42ml/s (arrow), but it can be seen that this was due to 

a momentary surge that did not last long enough to be considered Q,,,,,. Visual inspection of the curve gave a reading 

of 38 ml/s for Qmax (dotted line). Qmax = 38ml/s, mean flow = 14ml/s, voided volume = 273ml, and PVR = 40m. (F) 
“Superflow” in a woman with sphincteric incontinence. Qmax = 56ml/s, mean flow = 27 ml/s, voided volume = 482m1, 
and PVR = Oml. 


Fig. 4.5 Normal, interrupted flow patterns. 
(A) Normal, interrupted uroflow in a 55- 
year-old woman. Qmax = 51 ml/s, mean 
flow = 19ml/s, voided volume = 273ml, 
and PVR = Oml. (B) Normal, interrupted 
uroflow in an 81-year-old woman who 
complains of urinary frequency and 
nocturia. What starts off as a normal 
flow rate ends with straining, and a large 
PVR. Qmax = 36ml/s, mean flow = 14ml/ 
s, voided volume = 510ml, and 

PVR = 400ml. 
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Fig. 4.6 The computer generated report read 

Qmax = 40ml/s. On visual inspection of the flow curve, 
it is obvious that this is an artifact (shaded oval], 
likely due to mechanical jostling of the flowmeter. 
The real Qmax = 18ml/s, mean flow = 11ml/s, voided 
volume = 366ml, and PVR = Oml. 


(A) (C) 


(B) 


Fig. 4.7 Dependency of uroflow on voided volume. Serial uroflows in a 50-year-old man with increasing voided volumes. 
(A) Uroflow at 140ml voided volume. Qmax = 6ml/s and mean flow = 3ml/s. (B) A uroflow at 200ml voided volume. 
Qmax = 8ml/s and mean flow = 4ml/s. (C) A uroflow at 416ml voided volume. Qmax = 16ml/s and mean flow = 7ml/s. 
(D) A uroflow at 580ml voided volume. Qmax = 25ml1/s and mean flow = 13ml/s. 


Fig. 4.8 In patients with urethral obstruction or impaired 
detrusor contractility, the rate and pattern of flow is 
usually altered resulting in a prolonged, flattened tracing. 
Qmax = 7ml/s, Qaye = 2ml/s, voided volume = 215ml, and 
PVR = 600ml. 
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Fig. 4.11 This flow is from a 55-year-old who complained 
that his flow “cuts off in the middle” one month after 
TURP for prostatic obstruction. It shows a normal initial 
flow, which diminishes to a descending slope. The cause 
was a “ball valve” mechanical obstruction due to a 
retained prostate chip. Qmax = 28ml/s, Qave = 7ml/s, 
voided volume = 347ml, and PVR = 50ml. 


(B) 


Fig. 4.9 Low uroflow due to (A) impaired detrusor 
contractility and (B) urethral obstruction. (A) Impaired 
detrusor contractility: Qmax = 2ml/s, Qave = 2ml/s, voided 
volume = 58ml, and PVR (post-void residual) = 120ml. (B) 
Urethral obstruction: Qmax = 3ml1/s, Qave = 2ml/s, voided 
volume = 149ml, and PVR = 212ml. 
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Fig. 4.12 This interrupted uroflow was seen in a man who 
underwent cystectomy and neobladder because of invasive 
bladder cancer. He voids with abdominal straining and 
sphincter relaxation. Qmax = 25ml/s, Qave = 11 ml/s, 
voided volume = 366ml, and PVR = Oml. 


dolla Lal RNT | 


(B) 


Fig. 4.10 (A) Uroflow in a 76-year-old man with prostatic 
obstruction and impaired detrusor contractility who 
strained during voiding. Qmax = 2ml/s, Qave = 2ml/s, 
voided volume = 97 ml, and PVR = 48 ml. (B) This 
81-year-old man had a severe distal prostatic and 
membranous urethral stricture. He also voided with 
marked abdominal straining and had markedly impaired 
detrusor contractility. Qmax = 10ml/s, Qave = 2ml/s, 
voided volume = 269ml, and PVR = 500ml. 
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Leak Point Pressure 


The leak point pressure (LPP) is widely considered to be the best mea- 
sure of urethral sphincter strength, and we concur. This notwithstand- 
ing the fact that there is little consensus on terminology or numerical 
cutoffs. In a generic sense, the LPP is the lowest recorded pressure that 
results in urinary leakage and, as such, it is a direct measure of sphinc- 
ter strength. The lower the leak point, the weaker the sphincter and vice 
versa. Much credit is due to Dr. Edward J. McGuire for developing the 
concept of LPP, how it relates to sphincteric incontinence, and pointing 
out the deleterious effects that elevated detrusor LPP (DLPP) has on the 
upper urinary tract [1,2]. 

The original technique described by Dr. McGuire is as follows. The 
bladder is filled with radiographic contrast to a volume of 150ml and 
the patient is asked to cough and valsalva, increasing the intravesical 
pressure until urinary leakage is seen by X-ray. Vesicle pressure is mea- 
sured and the valsalva (vesical) leak point pressure (VLPP) is defined as 
the lowest vesical pressure, which causes leakage. If leakage does not 
occur at 150ml, the bladder is filled and the stress maneuvers repeated 
until leakage occurs or bladder capacity is reached. 

The clinical methodology for performing the LPP has not yet been 
standardized and the terms abdominal LPP (ALPP], VLPP, and DLPP 
are used by different authors to mean different things. 

The terminology used herein is defined below. There are three dif- 
ferent pressures that are used to characterize the leak point — vesical 
pressure, abdominal pressure, and detrusor pressure. For all three mea- 
surements, the lowest corresponding pressure that results in visible 
leakage from the urethral meatus or at X-ray is considered the respec- 
tive LPP. The VLPP is the lowest vesical pressure that causes leakage 
in the absence of a detrusor contraction and ALPP is the lowest abdom- 
inal pressure that causes leakage in the absence of a detrusor contrac- 
tion. They are used to evaluate sphincteric incontinence. The DLPP 
is the lowest detrusor pressure that causes leakage. The DLPP relates 
bladder compliance and sphincter strength. 

The examination can be performed in the lithotomy, sitting or 
standing position and each results in a different numeric value. 
Accordingly, it is important to specify the position when report- 
ing results. We usually perform the test in the sitting position and 
record synchronous abdominal, vesical, and detrusor pressure and 
monitor the patient fluoroscopically. The bladder is filled at medium 
fill with radiographic contrast and the patient is asked to cough and 
bear down periodically during filling, usually at 100 or 150ml incre- 
ments. The lowest pressure at the lowest volume that causes vis- 
ible leakage is the respective LPP (Fig. 5.1). If the patient does not 
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leak with the urethral catheter in place, it is removed and the 
lowest abdominal pressure is recorded as the ALPP (Figs. 5.2 and 5.3). 

Despite the original presumption that urethral hypermobility and 
LPP were related, it has been demonstrated repeatedly that there is no 
correlation between the two [4,5]. Further, our experience and unpub- 
lished data from others have shown that there are a number of pitfalls 
with this technique. Firstly, the numeric value of LPP usually decreases 
with increasing bladder volume and many patients who do not leak 
at a volume of 150ml will leak at higher bladder volumes (Fig. 5.4). 
Secondly, the presence of the catheter, particularly in patients with 
low urethral compliance (after prostate, incontinence surgery, or radia- 
tion), may cause a false elevation in LPP. Some patients do not leak 
at all with the catheter in place and have obvious sphincteric incon- 
tinence and a low ALPP once the catheter is removed (Figs. 5.2 and 
5.3). In these patients, the catheter size also affects LPP; the larger the 
catheter, the higher the LPP. Thirdly, radiologic visualization of leak- 
age is much less sensitive than direct visualization of the urethral 
meatus. Accordingly, direct visualization will result in a lower LPP 
than radiologic detection in many patients (Fig. 5.5). Further, it should 
be recognized that it is the vesical and not the abdominal pressure 
which actually provides the energy to drive urine across the sphincter 
and cause incontinence. Thus, when one is using ALPP clinically it is 
important to (mentally) add back the estimated detrusor pressure to the 
ALPP to attain a true estimate of VLPP. 

DLPP is useful in evaluating patients with suspected low bladder 
compliance; it is not relevant to patients with stress incontinence. In 
essence, it is a measure of the interaction between detrusor pressure 
and urethral resistance. The DLPP is performed by filling the bladder 
until either leakage from the urethra is observed or bladder capacity is 
reached in the absence of a detrusor contraction (Figs. 5.6 and 5.7). 

The lower the urethral resistance for any given level of bladder 
compliance, the lower the DLPP and vice versa. In these circumstances, 
the sphincteric incontinence can be considered a “pop off valve” to 
protect the upper urinary tract at the expense of causing sphincteric 
incontinence. DLPPs >40cmH,O have been shown to cause hydrone- 
phrosis or vesicoureteral reflux [1,6]. 
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Fig. 5.1 VLPP: (A) Urodynamic tracing. During bladder filling, the 
patient is asked to cough and strain. There is no leakage during cough 
and valsalva to vesical pressures as high as 150cmH,O (small arrows), 
but at a bladder volume of 260ml there is leakage apparent at X-ray. 
(B) X-ray exposed at VLPP. Note the beaked vesical neck (arrows) and 
contrast in the urethra. 
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Fig. 5.2 ALPP obtained in a 78-year-old widowed woman evaluated 
because of stress incontinence (coughing, sneezing, walking, etc.). 
She has some urgency as well, but only rare urge incontinence. She 
ordinarily voids every hour during the day and has nocturia about 
every 3-4 hours at night. She has 3-4 incontinent episodes daily. She 
wears large pads and changes them 3-4 times a day. (A) Urodynamic 
tracing. Despite bladder filling to over 900ml and multiple coughs 
over 100cmH,0O, there was no leakage at all. Once the urethral 
catheter was removed she had an ALPP = 68 ml/s. (B) X-ray obtained 
at ALPP shows contrast in the urethra (arrows). 
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Fig. 5.3 (A) Urodynamic tracing. This is a man with post-radical prostatectomy sphincteric incontinence. During bladder 
filling he was asked to valsalva (large arrow) and cough (small arrows), but there was no leakage. At bladder capacity 

the urethral catheter was removed and he was incontinent with an ALPP = 48cmH,0. (B) X-ray obtained at maximum 
cough with 7F urethral urodynamic catheter in place shows no leakage. Incidental note is made of the cylinder of a 
penile prosthesis (arrow). (C) X-ray obtained at the ALPP after removal of the urodynamic catheter. Shows the unifora 
filled with contrast. 
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Fig. 5.4 Decreasing VLPP with increasing bladder volumes. 

(A) Urodynamic tracing. The bladder is filled to 150ml with 
radiographic contrast and the patient is asked to cough (C), but 
there is no leakage. Filling is continued and there is no leakage to 
several more coughs (C) at a bladder volume of 240ml. At 250ml 
there is leakage visible on X-ray at Pves = 67 and 70cmH)O 

(L). The lowest pressure at which leakage occurs is 54cmH,O 
(VLPP). (B) X-ray obtained at the VLPP. Note contrast in the 
entire urethra and leakage into the vagina (arrows). 
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Fig. 5.5 Disparity between radiologic and visual VLPP. This is a 63-year-old woman. Her chief complaint is urinary 
incontinence “it’s gotten worse. . .if I play tennis and hit a ball, I leak. . I’m constantly looking for a bathroom. . I’m 
constantly getting an urge. Some days I’m running to the bathroom every hour from 9 AM to 12 PM and less often 
afterwards.” She always has stress incontinence (cough, sneeze, exercise, etc.). (A) Urodynamic tracing. During bladder 
filling she was repeatedly asked to cough and valsalva, but there was no visual leakage from the meatus until a bladder 
volume of 200ml and a VLPP = 75cmH,O. Radiologic visualization of leakage did not occur until a bladder volume 

of 275ml and a VLPP = 103cmH,0. (B) X-ray exposed with 175ml in the bladder shows an open vesical neck at rest 
(arrows), but no leakage. (C) X-ray exposed at the (visual) VLPP showing descent and opening of the bladder base and 
urethra, but no leakage is observed radiologically. There was obvious leakage from the urethral meatus on direct 
inspection. 
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Fig. 5.5 (continued) (D) X-ray exposed at the radiographic VLPP 
shows the entire urethra filled with contrast (arrows). 
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Fig. 5.6 DLPP in a 50-year-old woman two years status post radical hysterectomy, chemotherapy, and external beam 
radiotherapy for cervical carcinoma. She complained of a severe dribbling incontinence. (A) Urodynamic tracing. Low 
bladder compliance is evident by the steep rise in vesical pressure during bladder filling. Spontaneous rectal contractions 
cause an artifactual fall in detrusor pressure because detrusor pressure is calculated by subtracting abdominal pressure 
from vesical pressure. Leakage was observed from the urethral meatus at the DLPP. 
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Fig. 5.6 (continued) (B) X-ray exposed during bladder filling to 75ml 
(point A) shows the bladder neck to be closed. (C) X-ray exposed 
during bladder filling to 150ml (point B) shows contrast in the urethra 
(arrows), but she has not yet been incontinent. (D) X-ray exposed at the 
DLPP showing contrast filling the urethra and obvious incontinence 
(arrows). 
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Fig. 5.7 DLPP in a 77-year-old man who developed urinary retention and incontinence after external beam radiation to 
the prostate for prostate cancer and subsequent unilateral $1-S4 neurologic injury during disk surgery. (A) Urodynamic 
tracing shows a DLPP = 37cmH,0O. Note the artifactual fall in detrusor pressure due to a spontaneous rectal contraction. 
(B) X-ray exposed during bladder filling shows the bladder neck is closed and no contrast is seen in the urethra. (C) X-ray 
exposed at the DLPP shows contrast throughout the urethra (arrows). 
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Normally during bladder filling at physiologic rates, detrusor pressure 
remains nearly constant because of a special property of the bladder 
known as accommodation. Accommodation is due to the vesicoelastic 
properties of the bladder, based on its composition of smooth muscle, 
collagen, and elastin. When accommodation is impaired, low bladder 
compliance ensues. In experimental animals, accommodation (and 
compliance) is unaffected by acute neurologic impairment or by admin- 
istration of cholinergic agonists or antagonists. 

Low bladder compliance is manifest as a steep rise in detrusor pres- 
sure during bladder filling. It is calculated by dividing the change in 
bladder volume by the change in detrusor pressure during that change 
in bladder volume. The numeric value of compliance is dependent, in 
part, on the volume interval over which it is measured (Figs. 6.1 and 
6.2). In a sense, bladder compliance may be thought of as “bladder 
wall stiffness.” Normal values of bladder compliance have not been 
well defined. Harris et al. suggested that the lower limit of normal in 
women was 40ml1/cmH,O in women. In patients with neurogenic blad- 
der, values of 13-40ml/cmH),0 have been associated with a high risk of 
upper urinary tract complications. 

Incontinence due to low bladder compliance occurs when vesical 
pressure exceeds outlet resistance (Fig. 6.3). Clinically, low bladder 
compliance is most commonly seen in a variety of neurologic condi- 
tions, especially lower motor neuron lesions (Figs. 6.1 and 6.3). It is also 
seen in patients with fibrosis of the bladder wall such as after multiple 
bladder surgeries (Fig. 6.4) and radiation cystitis (see Fig. 5.6). Bladder 
outlet obstruction, because of its effect on bladder ultrastructure, is 
known to cause low bladder compliance. Approximately 9% of men with 
lower urinary tract symptoms (LUTS) have low bladder compliance 
(Fig. 6.5). 

Low bladder compliance has long been known as a risk factor for the 
development of hydronephrosis. It has recently been showed that relief 
of obstruction by transurethral incision or resection of the prostate can 
improve compliance. The clinical causes of low bladder compliance are 
listed in Table 6.1. 


Table. 6.1 Causes of low bladder 
compliance. 


I. Neurogenic 

Myelodysplasia 

Shy-Drager syndrome 

Suprasacral spinal cord injury/lesion 

Radical hysterectomy 

Abdominoperineal (AP) resection of 
the rectum 

Il. Non-Neurogenic 

Bladder outlet obstruction 

Multiple bladder surgeries 

Chronic cystitis (interstitial, 
radiation, tuberculous) 

Chronic indwelling catheter 
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Fig. 6.1 Low bladder compliance in a 43-year-old paraplegic (T10-11) 11 years after injury. He has been managed by a 
condom catheter and intermittent catheterization BID (He was advised to catheterize himself at least 4 times a day, but 
refused because of social reasons). He has bilateral hydronephrosis and chronic pyelonephritis. (A) Urodynamic tracing. 
Note the small changes in bladder compliance that occurs during bladder filling. Each of the vertical dotted lines denotes 
the point at which bladder compliance was measured. Bladder compliance at: 50ml = 50/23 = 2.17, 100ml = 100/32 = 
3.1, 150ml = 150/40 = 3.75, 200ml = 200/60 = 3.3, and 200ml (after stopping infusion) = 200/50 = 4. 
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VIFA MRADMANTES Fig. 6.1 (continued) (B) X-ray obtained during bladder filling shows an 
NE open vesical neck (arrows). Note the “Christmas tree” shaped bladder 
and the irregular bladder wall characteristic of a trabeculated bladder. 
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Fig. 6.2 Effect of bladder volume on bladder compliance. Low bladder compliance in an 86-year-old man with a long 
history of lower urinary tract symptoms (LUTS) (urinary frequency Q2H, daily urgency, and urge incontinence). Upon 
referral, he had a palpable bladder and was catheterized for over 2.5] and taught intermittent self-catheterization. 
Renal and bladder ultrasound showed bilateral hydronephrosis and a huge bladder. He had been treated empirically 

for years with doxazocin for “prostatism.” (A) Urodynamic study. FSF = 275ml, Ist urge = 476ml, and severe urge = 
975ml. During bladder filling there was a steep rise in detrusor and vesical pressure, but a rectal contraction caused an 
artifactual fall in detrusor pressure (arrow). At the first vertical line on the left, bladder filling was discontinued because 
it looked like the patient might be experiencing a detrusor contraction. There was an immediate fall in vesical and 
detrusor pressure proving that the rise in pressure was due to low compliance and not a detrusor contraction. Bladder 
compliance = 500/45 = 11ml/cmH),O at the vertical line, but 975/40 = 24m1/cmH,0 at bladder capacity (second 
vertical line on the right). 
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Fig. 6.2 (continued) (B) X-ray obtained during filling shows a prostatic 
impression on the bladder base, multiple medium and small sized 
bladder diverticula, and a heavily trabeculated bladder. He was treated 
with intermittent catheterization and his hydronephrosis completely 
resolved within one month. 


Fig. 6.3 Low bladder compliance and sphincteric incontinence in 

a 60-year-old man 3 months after AP resection of the rectum. He'd 
been treated with a Foley catheter ever since failing multiple voiding 
trials. (A) Urodynamic study. lst sensation = 321ml, severe urge = 
386ml coincident with bladder capacity, and bladder compliance = 
385/58 = 6. 7ml/cmH,0O. Urinary incontinence occurs at a detrusor 
leak point pressure (DLPP) = 50cmH,0 (vertical dotted line). As soon 
as incontinence occurred, bladder filling was stopped and detrusor 
pressure immediately fell, proving that the rise in detrusor pressure 
(and incontinence) was due to low bladder compliance and not a 
detrusor contraction. (B) X-ray obtained at Pdetmax shows leakage of 
contrast into the urethra (arrows). 
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(B) (C) 


Fig. 6.4 Low bladder compliance in a 70-year-old woman who underwent multiple surgeries after she developed a 
colovesical and vesicovaginal fistula after synthetic pubovaginal sling. (A) Urodynamic tracing. Bladder compliance 
at 50, 175, and 225ml was 50/37 = 1.35, 175/48 = 3.6, and 225/25 = 9ml/cmH,0O, respectively (vertical dotted lines). 
At 225ml, she had an involuntary detrusor contraction and was incontinent. (B) X-ray obtained at 50m1 shows right 
vesicoureteral reflux (arrows). (C) X-ray obtained immediately after (Fig. 4B) shows the reflux to be grade 3. 
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(B) 


Fig. 6.5 Low bladder compliance due to longstanding Schafer grade 5 prostatic obstruction. DR is a 57-year-old man 
referred because of “voiding dysfunction” of at least 20 years’ duration. His chief complaint is “weak stream, incomplete 
emptying and it’s getting worse . . . and if I don’t do something, it could get very serious,” or so he’s been told by his 
doctors. He ordinarily voids every 2 hours during the day and has nocturia once a night. He usually has to push and 
strain to void. His AUA symptom score is 22. He's been treated with a variety of alpha adrenergic antagonists without 
effect. Multiple bladder diaries showed an MVV = 180ml and 24-hour volumes ranging from 1200 to 1500ml, 

Qmax = 3ml/s, and post-void residual (PVR) = 350ml. (A) Urodynamic tracing. FSF = 201 ml, lst urge = 435ml, and 
severe urge occurred at 455ml. At bladder capacity he had a voluntary detrusor contraction, but was unable to void. 
Bladder compliance measured just prior to the detrusor contraction (vertical dotted line) = 375/32 = 11.7ml/emH,O. 
(B) X-ray obtained at Pdetmax shows no visualization of the prostatic urethra and a trabeculated bladder. There are 
shadows overlying the prostatic urethra that might be misinterpreted as contrast but are due to the compound effects 
of visualization of the penis and pubis. There is some dye in the bulbar and anterior urethra (arrows). The bladder has a 
scalloped appearance due to marked bladder trabecutations. 
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Videourodynamics 


The synchronous measurement and display of urodynamic parameters 
with radiographic visualization of the lower urinary tract is, in our judg- 
ment, the most precise diagnostic tool for evaluating disturbances of 
micturition. In these studies, radiographic contrast is used as the infus- 
ant for cystometry and other urodynamic parameters including abdomi- 
nal pressure, uroflow, and sphincter electromyography are recorded as 
well. By measuring multiple urodynamic variables, one gains a better 
insight into the underlying pathophysiology. Moreover, since all vari- 
ables are visualized simultaneously one can better appreciate their 
interrelationships and identify artifacts with ease. 

What are the indications for videourodynamics? The indications 
depend upon the threshold of the clinician for obtaining the most accu- 
rate diagnostic information. In patients who complain of urge incon- 
tinence, one hardly needs videourodynamics (or even cystometry} to 
diagnose detrusor overactivity, but detrusor instability may be due to 
urethral obstruction and only synchronous detrusor pressure/uroflow 
studies can diagnose obstruction with any degree of certainty. In women 
who complain of stress incontinence and have obvious leakage of urine 
during cough or valsalva, one hardly needs videourodynamics to diag- 
nose sphincteric incontinence, but sphincteric incontinence may be 
accompanied by impaired detrusor contractility, detrusor overactivity, 
or even urethral obstruction. It may or may not be accompanied by ure- 
thral hypermobility. 

All these diagnoses are most accurately made by videourodynamics 
and all have important implications for treatment, particularly surgical 
treatment. Nonetheless, videourodynamics serves no clinical purpose 
unless the clinician bases his therapy on the results of the study. The 
main purpose of urodynamic evaluation is to document the underlying 
cause of symptoms and to correlate them with urodynamic findings. To 
this end, it is essential to understand the nature of the patient’s com- 
plaints and to use the urodynamic evaluation as a provocative test to 
mimic those symptoms. The symptoms should be clearly documented 
prior to beginning the urodynamic evaluation on the basis of the his- 
tory, the physical examination, the voiding diary, and pad test. 

The urodynamic study itself is an interactive process between an 
examiner and a patient. The examiner should document, at the time of 
the study, whether or not the patient’s symptoms are reproduced and, 
if they are, the underlying cause should be clearly understood before 
completion of the study. The specific techniques for performing uro- 
dynamic studies differ according to the age and sex of the patient and 
the specifics of the complaints; but for all patients, before starting the 
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urodynamic study the following information should be known: 

1 What symptoms are you trying to reproduce? 

2 What is the functional bladder capacity (maximum voided volume 
on the voiding diary)? 

3 What is the post-void residual urine? 

4 What is the uroflow? 

5 Is there a neurologic disorder that could cause neurogenic bladder? 


Urodynamic technique 


A 7 F double lumen bladder and rectal catheter are passed into the blad- 
der and rectum to measure vesical and abdominal pressure, respectively. 
The pressure transducers are zeroed to atmospheric pressure at the level 
of the symphysis pubis. Vesical pressure (Pves) and abdominal pressure 
(Pabd) are displayed on a computer screen and detrusor pressure (Pdet) 
is electronically calculated by subtracting abdominal pressure from ves- 
ical pressure and displayed on a third channel. Other channels display 
sphincter electromyography (EMG), infused bladder volume, voided 
volume, and uroflow. Fluoroscopic images are sampled periodically dur- 
ing filling, voiding, and provocative maneuvers such as measurement of 
leak point pressure (LPP). The format for display of these parameters is 
depicted in Figure 7.1. 

For bladder filling, we use a Y connector attached to normal saline 
and radiopaque contrast. We adjust the amount of contrast based on 
the fluoroscopic appearance. We usually fill the bladder initially at a 
medium fill rate of 50-100ml/min with alterations in the rate based 
on patient response to filling and the aforementioned goal of symptom 
reproduction. Normal studies in a man and woman are depicted in 
Figures 7.2 and 7.3. 

For patients with painful bladder syndromes we fill more slowly; for 
those with large capacity bladders we fill rapidly. During the filling 
phase, the patient is instructed to neither void nor try to prevent mic- 
turition, but, rather, to report his or her sensations to the examiner. 
Notation is made of the first filling, first urge, and severe urge sensa- 
tion volumes. The presence or absence of involuntary detrusor contrac- 
tions (IDC) is noted. Patients who complain of incontinence are asked 
to cough, strain, or do whatever else might cause them to become 
incontinent. LPP is measured periodically during filling. During the 
cough, it is noted, either on direct visualization or by X-ray, whether or 
not there is any descent of the vesical neck and proximal urethra asso- 
ciated with urinary leakage. 

For measurement of LPP, with the urethral catheter in place, we have 
the patient cough and strain to the point of leaking (Fig. 7.4). Straining 
slowly with increasing intensity allows more accurate assessment of 
exact LPP than does coughing, but coughing is still utilized in order 
to assess concomitant stress hyperreflexia. Stress hyperreflexia occurs 
when a cough, sneeze, or other valsalva type maneuver induces an IDC. 
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Clinically this is manifest either by incontinent flow, which persists 
long after the cough is over, or uncontrollable voiding which com- 
mences several seconds after the cough. With the urethral catheter in 
place, the IDC will be obviously demonstrated on the subtracted detru- 
sor pressure channel. 

If the patient complains of stress incontinence, but it is not demon- 
strated, we remove the urethral catheter and have the patient repeat 
the cough and strain maneuvers and measure the abdominal pressure 
at which leakage occurs. 

When the patient experiences a normal urge to void, he or she is 
asked to do so, a voiding Pdet/Q study is done and post-void residual 
urine measured. 

For urge and mixed incontinent patients, or during any IDC, filling, 
or provocative maneuvers, we assess the amplitude of the IDC; whether 
or not the patient is aware of the IDC; and the degree of control that the 
patient exhibits (see chapter 9}, overactive Bladder. 

In patients suspected of having a neurologic lesion, urodynamic eval- 
uation can provide objective documentation. The presence of detru- 
sor-external sphincter dysynergia is strong evidence in favor of a spinal 
cord lesion above the sacral micturition center. An acontractile bladder 
and an open vesical neck at rest (radiographic contrast within the ure- 
thra in the absence of a detrusor contraction) are strongly suggestive of 
a thoracolumbar neurologic lesion. An acontractile detrusor and absent 
or diminished bladder filling sensations suggest a sacral lesion. 

In addition, there are certain urodynamic findings, which pose sig- 
nificant risk for hydronephrosis, vesicoureteral areflux, infection, and 
stones. These include: (1) detrusor-external sphincter dysynergia, (2) 
low bladder compliance, and (3) sustained high magnitude detrusor 
contractions. 

The fluoroscopic portion of the videourodynamic evaluation allows 
for concomitant cystography and voiding cystourethrography at the 
time of cystometric and detrusor pressure/uroflow evaluation. It is uti- 
lized to evaluate overall bladder contour; degree of cystocele and ure- 
throcele at rest and with straining; the state of the bladder neck at rest 
and straining (closed, beaked, or open); the presence or absence of vesi- 
coureteral reflux, bladder, or urethral diverticula, fistula; and the site of 
urethral obstruction. 
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Fig. 7.2 (continued) (B) X-ray obtained during the first third of voiding 
shows a normally funneled bladder neck and an open urethra. 
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Fig. 7.3 Normal micturition in a 59-year-old woman referred for evaluation of elevated residual urine found unexpectedly 
during CAT scan done for abdominal pain. She denied any urologic symptoms. Uroflow was normal. (Voided volume = 
230ml, Pattern = normal, Qmax = 25ml/s, and post-void residual = Oml.) (A) Urodynamic study. First sensation of 
filling (FSF) = 75ml, Ist urge = 210ml, severe urge = 523 ml, and bladder capacity = 533ml. At the command to void, 

at first she could not relax, coughed, and then strained in an attempt to void (shaded oval). There is an artifactual rise is 
detrusor pressure due to unequal pressure registration in the vesical and abdominal tracings because of a calibration error 
seen during a cough at the far left of the tracing. Once she is able to relax, the sphincter EMG tracing becomes silent and 
there is a slight rise in detrusor pressure followed by a sustained detrusor contraction and near normal uroflow curve. 
During voiding there were several small increases in EMG activity. The first one (the vertical dotted line) momentarily 
prevents micturition, but as she relaxes, she voids with a normal upswing in the flow curve. The second one occurs after 
flow has begun to decline and appears to have no effect on flow, i.e. an artifact. On the other hand, the undulations on 
the flow curve near Qmax (arrow A) must be due to sphincter contractions that were not picked up by the EMG tracing 
since the Pdet tracing is smooth at this time point. Once she emptied her bladder and flow ceased, there is a further rise 
in detrusor pressure (an aftercontraction). After contractions are considered to be normal variants. Qmax = 16ml, Pdet@ 
Qmax = 43 H,O, Pdetmax = 50cmH,O, voided volume = 533 ml, and post-void residual = Oml. 
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Fig. 7.3 (continued) (B) X-ray obtained during voiding shows a normal, 
funneled bladder neck (black arrows), and open urethra. The dark 
region outlined by white arrows is her thigh that is seen because 

of the oblique projection of the X-ray beam necessary to show the 
urethra in relief. 


Fig. 7.4 LPP: (A) Urodynamic tracing. The bladder is filled to 150ml with radiographic contrast and the patient is asked 
to cough (C), but there is no leakage. Filling is continued and there is no leakage to several more coughs (C) at a bladder 
volume of 240ml. At 250ml there is leakage visible on X-ray at Pves = 67 and 70cmH,0O (L). The lowest pressure at 
which leakage occurs is 54cmH)O (VLPP, vesicle leak point pressure). 
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Fig. 7.4 (continued) (B) X-ray obtained at the VLPP. Note the 
contrast in the entire urethra and leakage into the vagina 
(arrows). 
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Pitfalls in Interpretation of 
Urodynamic Studies 


Urodynamic studies are invaluable in delineating the pathophysiology 
of lower urinary tract symptoms, but there are many potential sources 
of error that may cause difficulty in interpretation of data obtained. 
In this chapter, general principles are set forth and illustrated with a 
few representative tracings. In the other chapters, whenever error is 
encountered, it is explained fully in the legend to the figures. 


Sampling error 


Sampling error is of two generic kinds. One is physiologic and the other 
temporal. From a physiologic standpoint, it is important to remember 
that urodynamic studies represent a snapshot at a single point in time, 
and as such, may not be representative of the patient’s symptoms or 
pathophysiology. For example, a patient may complain of urge incon- 
tinence, which is due to detrusor overactivity, but cystometry is nor- 
mal because he was able to prevent the detrusor overactivity due to 
his heightened awareness during the urodynamic study. Or, a patient 
with sphincteric incontinence may demonstrate an acontractile detru- 
sor because she is unable to relax during the study and may show no 
stress incontinence because she anticipates the cough and contracts 
her sphincter (Fig. 8.1). In instances like these, it is important not to 
over- or under-interpret the studies. To this end, the patient should be 
asked whether or not the urodynamic study was representative of his 
usual symptoms and the data interpreted with this in mind. 

Temporal sampling errors relate to how frequently the data points 
are recorded and displayed. For example, consider the tracing depicted 
in Figure 8.2. When the tracing is compressed so that the entire study 
can fit on a single page, much information is lost. 


Uroflow and post-void residual urine 


Uroflow and determination of post-void residual (PVR) urine are the 
two most commonly performed urodynamic studies and these are sub- 
ject to a number of potential errors. First and foremost, it essential to 
determine whether or not the recorded uroflow and PVR are represen- 
tative of the patient’s usual voiding. How can you determine this? Ask 
the patient! Is this the way you usually urinate? Be specific. For example, 
if the flow pattern is interrupted, ask the patient if he usually stops and 
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starts like that. If the answer is no, disregard the tracing and repeat it 
another time. If there is PVR urine, ask if he usually voids like that and 
did he feel as if he emptied his bladder. If the answer is no, disregard it. 

The influence of bladder volume on uroflow is well known and while 
conventionally a minimum voided volume of 150ml is thought to be 
requisite in order to properly assess uroflow, clearly many patients’ flow 
rates continue to increase with voided volumes above that arbitrary cut 
point as illustrated in Figure 4.7. 

Another artifact may occur depending on the time interval over which 
data are sampled and displayed. To avoid reporting values of flow that 
are artifacts due to sudden burst of increased uroflow (usually due to 
jostling the flowmeter), it is recommended that only flow events last- 
ing 2. seconds or more be reported (see Figure 4.6). 


Multichannel urodynamic studies 


Abdominal and vesical pressure should always go up equally during 
coughing and straining. If the Pves and Pabd transducers are calibrated 
properly and zeroed to atmosphere, when the stopcock is opened to the 
patient, both pressures will increase in tandem and detrusor pressure 
will remain unchanged. The two most common problems with unequal 
pressure transmission are damping (Fig. 8.3) and unequal transducer 
calibration (Fig. 8.4). Damping is any effect, either deliberately engen- 
dered or inherent to a system, that tends to reduce the amplitude of 
oscillations of an oscillatory system. In order to determine if damping 
is the problem, carefully examine the tracing spike during a cough. If 
there are more fluctuations in one of the tracings than the other, there 
is damping of the channel with diminished fluctuations. The two most 
common causes of damping are air bubbles in the line and obstruction 
of the catheter because it is up against the wall of the bladder or rec- 
tum. Another source of artifact occurs when, after the initial establish- 
ment of satisfactory transducer calibration, one of the catheters moves 
or is expelled. This is illustrated in Figures 8.4-8.5. In Figures 8.4 and 
8.5, the rectal catheter moved and lost its zero. Recognition of this fac- 
tor enabled the technician to reposition the rectal catheter and avoid 
losing valuable data during the filling and voiding phases of the study. 

Yet another cause of artifact is rectal contractions. Since Pdet is elec- 
tronically derived by the subtraction of Pabd from Pves, spontaneous 
rectal contractions cause an artifactual rise in Pdet (Fig. 8.6). 


Effect of urodynamic catheter on uroflow 


A catheter in the urethra may affect flow in two ways. Firstly, while the 
normal urethra usually allows unobstructed voiding over a 7F urodynamic 
catheter, this is not always the case. In some patients, the catheter itself 
causes obstruction. It is postulated that in such patients, urethral com- 
pliance is abnormal (low) even though the urethra is not narrow enough 
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to cause obstruction. Secondly, the patient may not void in his or her 
usual fashion because of the presence of the catheter. In addition, one 
must always remember to take the voided volume into account when 
comparing the two tracings because uroflow is significantly affected by 
voided volume (Fig. 8.7). In Figure 8.8, the urethral catheter is clearly 
causing obstruction. 


Bladder compliance versus involuntary detrusor 
contraction 


In cases where there is an increase in detrusor pressure accompanying 
bladder filling during cystometry, distinction between low bladder com- 
pliance and involuntary contractions may be difficult. Further, both 
conditions may exist in the same patient. A practical method for distin- 
guishing low bladder compliance from detrusor overactivity is to stop 
the water inflow in the midst of observed detrusor pressure increase. 
If detrusor pressure drops and then stabilizes upon suspension of water 
inflow, decreased bladder compliance is diagnosed (Fig. 8.9). If detrusor 
pressure continues to rise despite cessation of inflow, detrusor contrac- 
tion is more likely. 


Detrusor areflexia or absent detrusor contractions 


A common cause of an erroneous diagnosis of detrusor areflexia is failure 
to fill the bladder to capacity. A typical example is a patient who pres- 
ent with urinary retention fails multiple voiding trials and is referred for 
evaluation. Since most filling media comes in prepackaged containers 
containing 600 or 1000ml, there is a tendency amongst many clinicians 
to discontinue bladder filling at those volumes. In our judgment, bladder 
filling should continue until the patient feels a strong urge to void or an 
uncomfortable fullness before concluding that the bladder does not con- 
tract. Failure to do so may lead to a faulty diagnosis of detrusor areflexia 
(Fig. 8.10). 


Electromyography artifacts 


Electromyography (EMG) artifacts are so common in adults that EMG 
signals should be interpreted with great caution and only when there is 
good correlation between changes in EMG and changes in detrusor pres- 
sure and uroflow. Needle EMG is much more accurate and sensitive than 
patch electrodes, but they are rarely used because of patient discomfort. 
Patch electrodes should be applied to a clean, dry skin surface in 
the perineum and it should be assured that proper grounding has been 
established. Since there are no absolute units of measurement that are 
important, the gain should be adjusted so that the EMG tracing can be 
visualized properly. A weak EMG signal may result from electrodes 
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being placed too far from the sphincter or if the gain is too low. Loss 
of EMG signal occurs when electrodes become wet. EMG signals will 
go off scale when one or more electrodes falls off the patient. In order 
to rule out a major malfunction of the EMG unit, a simulation test is 
performed using a patch placed upon the forearm of the patient or tech- 
nician. Using a scale of about (+) 400, deflection of half-scale should be 
obtainable by slight movement of the forearm. Common EMG artifacts 
are depicted in Figures 8.11 and 8.12. 


Pitfalls in radiographic interpretation 


The video component of video-urodynamic studies adds anatomic per- 
spective, but is subject to many pitfalls. First and foremost, it is essential 
that the radiographic picture is correlated exactly with the urodynamic 
tracing, and the urodynamic tracing be annotated to describe what the 
patient was trying to do. For example, the three images depicted in Figure 
8.13 all look like detrusor-external sphincter dyssynergia (DESD)}, but in 
fact one has an acquired voiding dysfunction, one has impaired detrusor 
contractility and one, is, in fact DESD. 

Another pitfall relates to obtaining the proper view of the urethra. 
When the urethra is viewed in the anterior—posterior (AP) position, its 
anatomy is obscured, but when obliqued sufficiently, the shape of the 
urethra becomes obvious (Figs. 8.14 and 8.15). If the X-rays are obtained 
in the sitting position, it is often not possible to oblique the patient suf- 
ficiently because the excursion of the C-arm is limited by the patient’s 
knees. Further, it is possible (and usual) that the X-ray beam is not per- 
pendicular to the long axis of the patient. This results in the bladder 
appearing much lower than it really is (Fig. 8.15). The reason for this 
is, that it is often difficult to visualize the urethra unless the beam is 
tilted upward. 
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Fig. 8.1 Physiologic sampling error. 
Type 1 overactive bladder (OAB). 
This 38-year-old woman complains 
of urinary frequency, urgency, and 
mixed stress and urge incontinence, 
documented by bladder diary and 
pad test. The urodynamic tracing, 
however, not only fails to confirm 
detrusor overactivity, but she does 
not even generate a voluntary 
detrusor contraction when asked to 
try to void. During multiple coughs 
and straining, there is no stress 
incontinence either. 


Fig. 8.2 Temporal sampling error. 
(A) This tracing displays an entire 
urodynamic study in one screen and, 
thus compresses the data, making 
it difficult to properly interpret. 
There is an involuntary detrusor 
contraction and an incontinent 
episode depicted in the shaded oval. 
At first glance, it appears that 
Pdet@Q max = 50cmH,O and 

Qmax = 11 ml/s. This is consistent 
with uretrial obstruction. 
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Fig. 8.2 (continued) (B) Expanded 
view of the involuntary detrusor 
contraction marked by the shaded 
oval. She perceived the contraction 
as an urge to void and temporarily 
prevented incontinence by 
contracting the sphincter, but once 
she fatigued, she was incontinent. 
On this expanded view, it becomes 
apparent that the high detrusor 
pressure (50cmH,0) occurred prior 
to flow, while she was voluntarily 
trying to hold. Pdet@Q max and 
Qmax are marked by the vertical 
black line: Pdet@Qmax = 15cmH,O, 
Qmax = 10cmH,O, and PVR = 0. 
Thus, the apparent obstruction is an 
artifact due to data compression. 


Fig. 8.3 Damping. (A) This patient 
has an acontractile bladder and when 
asked to void, she strains. There is an 
artifactual rise in Pdet, explained in 
Figure 8.3B. 


PITFALLS IN INTERPRETATION OF URODYNAMIC STUDIES 


Fig. 8.3 (continued) (B) Expanded 
view of the area included in the 
shaded oval in Figure 8.2A. The 
artifactual rise if detrusor pressure 

is due to damping, presumably 

due to tiny air bubbles in the Pabd 
tubing or transducer. The net effect 
is that the spikes of pressure are 

not fully recorded. This is evident 

in the shaded ovals that show a 
flattened appearance in the Pabd 
tracing compared to the spikes in 
the Pves tracing. This causes Pabd 
to be artifactually lower than Pves 
resulting in an artifactual increase in 
Pdet. At the arrow, the Pabd catheter 
fails to register the pressure at all. 
This could be caused by air buffer in 
the system or catheter lodged against 
the rectal wall. 
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Fig. 8.4 Unequal pressure transmission (and a potpourri of other artifacts). Before bladder filling is begun, when the 
patient coughs, vesical pressure rises much higher than abdominal pressure and detrusor pressure is artifactually 
elevated (shaded oval A). Thereafter, whenever there is a rise in Pves > Pabd, Pdet artifactually rises. In the area marked 
by the shaded oval B, she is incontinent during an involuntary detrusor contraction that is barely measurable. In the 
midst of the contraction, she was asked to stop. She contracts her sphincter (increased EMG activity), interrupts the 
stream (Q falls to 0), and Pdet rises as the bladder is contracting against the closed sphincter. The bladder is refilled and 
she is asked to repeatedly cough. Each time, Pves > Pabd and Pdet is artifactually increased. During one of the coughs, 
the Pabd catheter is expelled and Pabd falls well below 0, artifactually raising Pdet (shaded oval C). 
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Fig. 8.5 Artefacts due to catheter 
movement. In this woman, each 
time she coughed, the rectal catheter 
was expelled and rectal pressure fell 
to zero and detrusor pressure was 
artifactually increased. This was 
immediately recognized and the 
catheter re-inserted. 


Fig. 8.6 Artifact due to rectal 
contractions that cause a negative 
deflection in detrusor pressure. 

Pves tracing shows a gradual rise in 
pressure characteristic of low bladder 
compliance. 
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Fig. 8.7 Effect on uroflow of 7F urodynamic catheter (see Fig. 10.7). There are three potential sources of error in the 
uroflow obtained with the 7F urodynamic catheter in place. Firstly, the patient had a strong urge to void and voided with 
only 104ml in his bladder, too low a volume for accurate assessment. Secondly, the catheter itself may cause obstruction 
and, finally, the patient may not sufficiently relax in the setting of the urodynamic examination. (A) Uroflow obtained 
with 7F urodynamic catheter in place. VOID = 6/78/26. (B) Uroflow obtained prior to urodynamic study without a 
urethral catheter in place. VOID = 16/190/5. 


Fig. 8.8 Urodynamic catheter causing urethral obstruction. (A) Urodynamic tracing shows Schafer grade 5 urethral 
obstruction. Pdet/Q study: pressure flow study Pdet = 106cmH,O, and Qmax = 3ml/s. Note that there is a sustained 
detrusor contraction and relaxation of the external urethral sphincter during the contraction. 
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(C) 


Fig. 8.8 (continued) (B) X-ray obtained at Qmax shows what appears to be a bladder neck obstruction because no contrast 
is seen past the bladder neck. (C) Unintubated uroflow. VOID: 15/440/44. 

Comment: During the videourodynamic study, the patient relaxed his sphinter and had a strong, sustained detrusor 
contraction, yet Qmax was only 3ml/s. Immediately after the study he voided normally. The only explanation for this is 
obstruction from the catheter. 


solid line: water off. and dashed line: water on. DP 


Fig. 8.9 Distinguishing low bladder compliance from detrusor contraction. Each of the rises in Pdet looks like a 
detrusor contraction, but when bladder filling is stopped, Pdet falls proving that the pressure rises are due to low bladder 
compliance. 
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Fig. 8.10 This asymptomatic man was found to have a large PVR (>3,000ml) during a pre-employment examination. 

He underwent several urodynamic studies that reported an areflexic detrusor and the patient was placed on self- 
catheterization. (A) Urodynamic study done several months later appears to show an acontractile detrusor with a bladder 
capacity in excess of 31. (B) Bladder filling was continued until he had a strong urge to void and he had a voluntary 
detrusor contraction. The Pdet/Q study documented Schafer grade 3 obstruction. 
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Fig. 8.11 Common EMG artifacts. 
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Fig. 8.12 EMG artifact (expanded view of the Fig. 10.12C). Note that this patient has a sustained detrusor contraction 
and normal uroflow. Both the detrusor contraction and uroflow have smooth curves, yet there are multiple increases 
in EMG activity that suggest contractions of the striated urethral sphincter. If these were sphincter contractions, there 
should be synchronous changes in detrusor pressure and uroflow. 
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Fig. 8.13 DESD (Fig. 14.1B). (A) X-ray obtained at Pdetmax shows the 
classic picture of DESD - complete obstruction at the membranous 
urethra (arrows) and a “Christmas tree” shaped bladder. (B) Surgical 
defect after transurethral resection of the prostate (“TURP defect”) 
simulating DESD. The X-ray was exposed at Qmax and shows a dilated 
prostatic urethra and a narrowed membranous and bulbar urethra, 
but urodynamic tracing showed impaired detrusor contractility. (C) 
Acquired voiding dysfunction simulating DESD (see Fig. 13.7D). 
X-ray obtained during voiding shows a dilated prostatic urethra 

and narrowed membranous urethra (arrows) due to subconscious 
contraction of the external sphincter (Fig. 10.14B). 
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Fig. 8.14 Effect of radiographic view on visibility of the urethra. In a woman with sphincteric incontinence. (A) In the AP 
projection, the urethra is obscured by a small cystocele. (B) When the X-ray projection is obliqued, rotational descent of 
the urethra and sphincteric incontinence is apparent. 


Fig. 8.15 X-ray exposed during voiding in the AP position shows a 
focal dilation due to the distal urethra seen on end. Note that about 
half of the bladder appears to be below the pubis. This is an artifact due 
to the fact that the X-ray beam was tilted upward in order to try to get 
a better view of the urethra. 
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Overactive bladder (OAB) is defined by the International Continence 
Society (ICS) as “urgency, with or without urge incontinence, usu- 
ally with frequency and nocturia ... if there is no proven infection or 
other etiology.” [1] From a practical standpoint, though, we believe this 
definition to be much too restrictive and, in contradistinction to the 
ICS definition, we consider OAB to be a symptom complex caused by 
one or more of the following conditions: detrusor overactivity, sensory 
urgency, and low bladder compliance. Sensory urgency is a term, aban- 
doned by the ICS, which refers to an uncomfortable need to void that 
is unassociated with detrusor overactivity. Conditions causing and/or 
associated with OAB are diverse and include urinary tract infection, 
urethral obstruction, pelvic organ prolapse, neurogenic bladder, sphinc- 
teric incontinence, urethral diverticulum, bladder stones/foreign body, 
and bladder cancer [2-13]. In patients with OAB, diagnostic evaluation 
should be directed at early detection of these conditions because in 
many instances the symptoms are reversible if the underlying etiology 
is successfully treated. 

Detrusor overactivity. Detrusor overactivity is a generic term that 
refers to the presence of involuntary detrusor contractions during 
cystometry, which may be spontaneous or provoked. The ICS further 
describes two patterns of detrusor overactivity: terminal and pha- 
sic. Terminal detrusor overactivity is defined as a single involuntary 
detrusor contraction occurring at cystometric capacity, which cannot 
be suppressed, and results in incontinence usually resulting in bladder 
emptying (Fig. 9.1). Phasic detrusor overactivity is defined by a char- 
acteristic waveform, and may or may not lead to urinary incontinence 
(Fig. 9.2). Involuntary detrusor contractions are not always accompa- 
nied by sensation. Some patients have no symptoms at all. Others void 
uncontrollably without any awareness. Still others may detect them as 
a first sensation of bladder filling or a normal desire to void. The ICS 
classifies detrusor overactivity as either idiopathic or neurogenic. By 
definition, neurogenic activity and idiopathic detrusor overactivity are 
distinguished not by specific symptoms or urodynamic characteristics, 
but rather by the presence or absence of a neurologic lesion or disor- 
der. For example, a spinal cord injury patient with involuntary bladder 
contractions is said to have detrusor hyperreflexia (neurogenic detru- 
sor], whereas an elderly male with such a finding secondary to prostatic 
obstruction is said to have detrusor instability. We believe, though, that 
the term idiopathic detrusor overactivity is somewhat of a misnomer. 
While in some cases the origin of the involuntary detrusor contractions 
is unknown, in other cases they are caused by, or at least are associated 
with, a variety of non-neurogenic clinical conditions, the same as listed 
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Table 9.1 Causes of detrusor overactivity. 


Idiopathic detrusor overactivity 
Neurogenic detrusor overactivity 


Supraspinal neurologic lesions 
Stroke 
Parkinson’s disease 
Hydrocephalus 
Brain tumor 
Traumatic brain injury 
Multiple sclerosis 

Suprasacral spinal lesions 
Spinal cord injury 
Spinal cord tumor 
Multiple sclerosis 
Myleodysplasia 
Transverse myelitis 

Diabetes mellitus 


Non-neurogenic detrusor overactivity 

Bladder infection 

Bladder outlet obstruction 
Men: prostatic and bladder neck, strictures 
Women: pelvic organ prolapse, post surgical, urethral, 
diverticulum, primary bladder neck, stricture 

Bladder tumor 

Bladder stones 

Foreign body 

Aging 


above for OAB. For that reason, we prefer to classify detrusor overactiv- 
ity three ways — idiopathic, neurogenic, and non-neurogenic. A list of 
specific causes of detrusor overactivity can be found in Table 9.1. 

There is no lower limit for the amplitude of an involuntary detrusor 
contraction but confident interpretation of low pressure waves depends 
on high quality urodynamic technique and is enhanced by corroborat- 
ing factors such as a concomitant urge to void, sudden relaxation of the 
sphincter electromyography (EMG), opening of the bladder neck, and 
incontinence (Fig. 9.3). 

Data regarding the prevalence and urodynamic characteristics of 
involuntary detrusor contractions in various clinical settings, as well 
as in neurologically intact versus neurologically impaired patients, are 
scarce. In 1985, Coolsaet proposed a standardized method of evaluating 
detrusor overactivity in which detrusor pressure during involuntary 
detrusor contraction, bladder volume at which the contraction occurs, 
awareness of and ability to abort the contraction, presence or absence 
of urinary incontinence during the contraction, and ability to abort 
contraction-related incontinent flow are assessed [2]. These param- 
eters have been used to compare urodynamic characteristics of invol- 
untary detrusor contractions amongst a variety of etiologies [3]. The 
ability to abort the contractions was significantly higher among con- 
tinent patients with frequency/urgency (77%) compared with patients 
who experienced urge incontinent (46%) and neurologically impaired 
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patients (38%). The utility of urodynamic evaluation may therefore lie 
in the assessment of these parameters, rather than in the mere docu- 
mentation of the presence or absence of detrusor overactivity. A uro- 
dynamic classification of patients with OAB based on the presence of 
detrusor overactivity, patient awareness, and ability to abort the invol- 
untary contraction was recently proposed [4]. They defined four types 
of OAB. In type 1, the patient complains of OAB symptoms, but no 
involuntary detrusor contractions are demonstrated (Fig. 9.4). In type 2, 
there are involuntary detrusor contractions, but the patient is aware of 
them and can voluntarily contract his or her sphincter, prevent incon- 
tinence, and abort the detrusor contraction (Fig. 9.5). In type 3, there 
are involuntary detrusor contractions, the patient is aware of them and 
can voluntarily contract his or her sphincter and momentarily prevent 
incontinence, but is unable to abort the detrusor contraction and once 
the sphincter fatigues, incontinence ensues (Fig. 9.6). In type 4, there are 
involuntary detrusor contractions, but the patient is neither able to vol- 
untarily contract the sphincter nor abort the detrusor contraction and 
simply voids involuntarily (Fig. 9.7). This classification system serves 
two purposes. Firstly, it is a shorthand method of describing the urody- 
namic characteristics of the OAB patient. Secondly, it provides a sub- 
strate for therapeutic decision making. For example, a patient with type 
1 and 2 OAB exhibits normal neural control mechanisms and, at least 
theoretically, is an excellent candidate for behavioral therapy. It is likely 
that over time (with or without treatment), an individual patient can 
change from one type to another. Further, this classification only relates 
to the storage stage and can co-exist with normal voiding, bladder outlet 
obstruction, and/or impaired detrusor contractility. 
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overactivity in a man with type 

1 detrusor-external sphincter 
dyssynergia (EMG relaxes after onset 
of detrusor contraction). During this 
examination he was incontinent 

and voided to completion, but the 
examination was performed in the 
supine position, so uroflow was not 
measured. 
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Fig. 9.2 Phasic detrusor overactivity 
: : : ; i : in a 53-year-old man with prostatic 
2000 : : : : : ; = obstruction. 
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Fig. 9.3 Low magnitude detrusor overactivity. 

(A) Urodynamic tracing. Just looking at the urodynamic 
tracing, one would be hard pressed to diagnose detrusor 
overactivity. However, each rise in Pdet was preceded 

by an urge to void, relaxation of the striated sphincter, 
opening of the vesical neck, and incontinence. At the 
shaded oval A there is an inexplicable fall in Pabd. This 
causes an artifactual increase in detrusor pressure (shaded 
oval B). The observation of incontinence concurrent with 
this artifactual rise in Pdet indicates that a low amplitude 
contraction was disguised within the detrusor tracing 
and made to seem of higher amplitude owing to the fall 
in Pabd. The generally low flow in this study is due to 
impaired detrusor contractility. (B) X-ray obtained during 
voiding shows normal urethral configuration, but the 
urethra is not well visualized because of the low flow. 
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Fig. 9.4 (A) A schematic depiction of 
type 1 OAB. The patient complains 
of OAB symptoms, but there are no 
involuntary detrusor contractions. 
(B) Type 1 OAB: This is a 54-year-old 
woman with mild exacerbating- 
remitting multiple sclerosis who 
complains of urinary frequency, 
urgency, and urge incontinence. 
Urodynamic tracing. FSF = 66ml, Ist 
urge = 80ml, severe urge = 105ml, 
and bladder capacity = 346ml. 
There were no involuntary 

detrusor contractions. She had a 
voluntary detrusor contraction at 
346ml. The apparent increase in 
EMG activity during the detrusor 
contraction is artifact. VOID: 
20/346/0, pressure flow: Pdet@ 

Qmax = 25cmH 0, Qmax = 14ml/s, 
and Pdetmax = 60cmH,0O. 
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Fig. 9.4 (continued) (C) This is ml/s : 
a magnified view of the tracing : = 
obtained during voluntary Pves 
micturition (shaded oval in figure 
B). The apparent increase in cmH,0 
EMG activity is an artifact. Two 0 
observations confirm this. Firstly, 100 l ; : 
despite the increase in EMG activity, Pabd ee eS 5 Sena ae. hae iaie Dan a i e 
the flow curve has a smooth i ' i ' ' ' ' 
bell shaped curve. Secondly, she cmH,0 
completely empties her bladder. The = 
rise in detrusor pressure immediately Pet: ct acm cae al a Saw aa wir Hes enni een nar afb auaa eZ ar a Hogs connec 
after voiding is an after-contraction 
that has no pathologic significance. 
(D) Type 1 OAB: This 38-year- 


old woman complains of urinary 
frequency and urgency, but the 
urodynamic tracing fails to confirm 
detrusor overactivity. When asked 
to void, she strains, but does not 
generate a detrusor contraction. 
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Fig. 9.5 Type 2 OAB. (A) Schematic 
depiction of type 2 OAB. The 
impending onset of an involuntary 
detrusor contraction is sensed 

by the patient who immediately 
contracts the striated sphincter. 
This is manifest as increased EMG 
activity. At this point, the urethra 
is dilated in its proximal urethra 
with obstruction in the distal third 
by the sphincter contraction (arrows 
A). Through a reflex mechanism, the 
detrusor contraction is aborted and 
continence maintained. (B) Type 2 
OAB and prostatic obstruction 

in a 53-year-old man with a 20- 
year history of refractory urgency, 
urge incontinence, and enuresis. 
He had previously been treated 
with alpha-adrenergic antagonists, 
anticholinergics, and transrectal 
thermotherapy. VOID: 16/251/50. 


Fig. 9.5 (continued) Cystoscopy: trilobar prostatic enlargement, 
elevated bladder neck, 4+ trabeculations, cellules. Prostate biopsy 
showed BPH. Urodynamic tracing. During bladder filling he is 
instructed to neither void nor prevent micturition and to report his 
sensations to the examiner. There are a series of poorly sustained 
involuntary detrusor contractions that he perceives as a severe 
urge to void and then there is a sustained voiding contraction 
whence he relaxes his sphincter and voids (shaded oval A). Pdet@ 
Qmax = 100cmH,0 and Qmax = 8ml/s (Shcafer grade 5 obstruction). 
The bladder is filled again and there is another involuntary detrusor 
contraction. This time he is instructed to try to hold. He contracts 
his sphincter, obstructing the urethra, the detrusor contraction 
subsides, and he is not incontinent (shaded oval B). (C) X-ray 
obtained at Qmax shows a narrowed and faintly visualized prostatic 
urethra (black arrows) characteristic of prostatic obstruction. The 
bladder is trabeculated and there are several small and medium sized 
diverticula (white arrows). (D) X-ray obtained as he contracts his 
sphincter to prevent incontinence (shaded oval B in figure B). One 
would expect the contrast to stop at the distal prostatic urethra, but 
since he has prostatic obstruction that narrows the proximal urethra, 
no contrast is seen in the urethra at all. 
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Fig. 9.6 Type 3 OAB. (A) Schematic 
depiction of type 3 OAB. The patient 
experiences an involuntary detrusor 
contraction. As soon as he senses the 
detrusor contraction, he voluntarily 
contracts his sphincter (increased 
EMG activity) in an attempt to 
prevent incontinence. At this 

point, the urethra is dilated in its 
proximal urethra with obstruction 
in the distal third by the sphincter 
contraction (arrows A), momentarily 
maintaining continence. Once 

the sphincter fatigues, the urethra 
opens and incontinence ensues 
(arrows B). (B) Type 3 OAB ina 
42-year-old woman with refractory 
urge incontinence. Her symptoms 
began 18 months previously, 
coincident with the onset of an E. 
coli cystitis and have progressively 
worsened ever since. Neurologic 
evaluation was normal. She had 
failed all available anticholinergics 
and neuromodulation. Botox 

was not yet available. She 
subsequently underwent 
augmentation enterocystoplasty 
using detubularized ileum and 
remained continent without urgency 
and voiding without the need for 
intermittent catheterization. 


Fig. 9.6 (continued) Urodynamic tracing. A strong urge is felt 

at a bladder volume of 50ml and she contracts her sphincter to 
prevent incontinence. At a volume of 275ml, she develops an 
involuntary detrusor contraction and is able to continue contracting 
her sphincter, preventing incontinence. At 350ml, she can no 

longer hold and she voids involuntarily. (C) X-ray obtained while 

she is contracting her sphincter during the involuntary detrusor 
contraction, preventing incontinence. Note that the bladder neck is 
closed (arrows). (D) X-ray exposed (once the sphincter relaxes and she 
is incontinent) shows a normally funneled urethra (arrows). 
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Fig. 9.6 (continued) (E) Type 3 OAB in a 56-year-old man with LUTS, 
OAB, and urge incontinence. Urodynamic tracing. At a bladder 

volume of 160ml there was an involuntary detrusor contraction. He 
momentarily contracted his sphincter, but could not abort the detrusor 
contraction and was incontinent. Pdet@Q max = 135 and Qmax = 4ml/s 
(Schafer grade 6 urethral obstruction). He subsequently underwent 
suprapubic prostatectomy and was asymptomatic at his latest follow- 
up 4 years postoperatively. (F) X-ray obtained at Qmax shows a narrowed 
prostatic urethra (arrows). 


Fig. 9.7 Type 4 OAB. (A) Schematic 
depiction of type 4 OAB. There is an 


involuntary detrusor contraction, but 
the patient has no awareness and can 


neither contract the sphincter nor 
abort the stream. The urodynamic 
tracing is identical to a normal 
micturition reflex. (B) Type 4 OAB 
in an otherwise normal woman 
with refractory urge incontinence. 
Urodynamic tracing. There are two 
involuntary detrusor contractions; 
each time she voids involuntarily 
without control. The apparent 
increase in EMG activity is artifact, 
likely due to poor contact of the 
EMG, electrodes, possibly due to 
urine leakage. 
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Benign Prostatic Hyperplasia, 
Bladder Neck Obstruction, 
and Prostatitis 


Introduction 


In the vernacular of urology, the terms benign prostatic hyperplasia 
(BPH) and prostatic obstruction have been used interchangeably since 
their inception. In fact, they are not synonymous and a new lexicon has 
emerged [1]. Enlargement of the prostate gland by BPH or inflammation 
is termed benign prostatic enlargement (BPE), but, of course, it may be 
enlarged by prostatic cancer as well. Urinary tract symptoms are termed 
lower urinary tract symptoms (LUTS), an ingenious use of language. 
From a physiologic viewpoint, the cause of LUTS is multifactorial, 
comprising at least five conditions: (1) urethral obstruction, (2) impaired 
detrusor contractility, (3) detrusor overactivity, (4) sensory urgency, and 
(5) nocturnal polyuria and polyuria [2]. The latter, of course, are not due 
to lower urinary tract abnormalties and will not be discussed further. 

LUTS may be sub-divided into voiding or storage symptoms as first 
described by Wein [3]. Storage symptoms include urinary frequency, 
urgency, urge incontinence, nocturia, and some kinds of pain. Voiding 
symptoms include hesitancy, straining, decreased stream, dysuria, and 
post-void dribbling. Conventional wisdom asserts that voiding symptoms 
are caused by prostatic obstruction and storage symptoms are caused by 
lower urinary tract inflammation or detrusor overactivity. Despite the 
logic implied herein, most clinical studies find no such correlation [4-9]. 
It is not even known, for example, whether urethral obstruction is the 
primary mechanism by which BPH causes symptoms. Likewise, there 
appears to be little relationship between symptoms, symptoms scores 
and commonly used indices of obstruction, and impaired detrusor con- 
tractility such as uroflow, post-void residual (PVR) urine, nomograms, 
and mathematical formulas. 

The relationship between benign prostatic hyperplasia (BPH), benign 
prostatic enlargement (BPE) and benign prostatic obstruction (BPO) has 
never, to our satisfaction, been adequately defined. Suffice it to say, 
there are many men with BPE who do not have BPO and many men 
with small prostates who do have BPO. Further, most men with LUTS 
have a multifactorial pathophysiology accounting for their symptoms 
[2]. Only about two-thirds of men with LUTS have diagnosable BPO 
and about 50% have detrusor overactivity. A detailed compilation of 
urodynamic abnormalities in men with LUTS is depicted in Table 10.1 
and Figure 10.1 [2]. 
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Table 10.1 Urodynamic abnormalities in men with LUTS [2]. 


Storage abnormalities Men (%} Voiding abnormalities Men (%)} 


Detrusor overactivity 47 Prostatic obstruction 69 
Large capacity 10 Impaired detrusor contractility 20 
Low bladder compliance 10 Acontractile detrusor 8 
Low bladder capacity 2 Normal 3 


Even in patients with documented prostatic obstruction, it is evident 
that factors other than the mechanical effects of prostatic bulk play an 
important role. These include detrusor muscle strength and tone, blad- 
der wall compliance, smooth muscle function of the bladder neck and 
prostatic urethra, striated muscle function of the prostate-membranous 
urethra, and interstitial factors such as elastin and collagen type. The 
physiologic dysfunction associated with LUTS is a composite of the 
effects of all these factors, not simply the effects of mechanical obstruc- 
tion caused by the mass of glandular tissue. 


Mechanical (static) obstruction 


Enlargement of the glands which surround the prostatic urethra results 
in urethral compression, causing mechanical obstruction. Pathologically, 
BPH develops, as nodules comprising both epithelial and stromal ele- 
ments of the glands lining the proximal prostatic urethra. These nod- 
ules enlarge and coalesce within the anterior, posterior, and lateral walls 
of the prostate, forming lobular masses of various shapes and sizes. The 
anterior lobe is usually only minimally involved, thus BPH is often 
designated as bilobar (lateral lobe enlargement only) or trilobar (both 
lateral and posterior lobe enlargement). Some patients will have only 
posterior, median lobe hyperplasia which may be obstructive. In these 
cases of BPH, the lateral lobes may be only minimally enlarged while 
the median lobe grows infravesically to obstruct the bladder neck. This 
explains why there is a variable correlation between prostatic size and 
the degree of obstruction. 


Smooth muscle (dynamic) obstruction 


The human prostate contains an abundance of alpha-1 adrenergic 
receptors, which modulate the contractility of prostatic smooth 
muscle. Stimulation of these receptors by norepinephrine and other 
alpha-adrenergic agonists results in contraction of the smooth muscle 
and compression of the prostatic urethra, increasing the resistance to 
urinary flow. Thus, the dynamic component of BPH may be viewed 
as a result of the increased smooth muscle tone of the bladder neck, 
prostatic adenoma, and prostatic capsule. 


Differential diagnosis 


All men have prostates, of course, but only about two-thirds of men with 
LUTS have prostatic obstruction and many have other comorbid con- 
ditions including bacterial cystitis, non-specific cystitis (e.g. radiation 
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or interstitial cystitis), papillary transitional cell carcinoma, transi- 
tional cell carcinoma in situ, and prostate cancer. In addition, bladder 
or ureteral calculi may induce storage symptoms. Emptying and storage 
symptoms may also occur with detrusor—-external sphincter dyssyner- 
gia (DESD), primary bladder neck obstruction, and urethral stricture. 


Urodynamic evaluation 


The only definitive method of distinguishing the possible causes of LUTS 
in men is cystometry and voiding detrusor pressure/uroflow studies. 
Neither simple uroflow nor simple cystometry can make the necessary 
distinctions between urethral obstruction, impaired detrusor contractil- 
ity, detrusor overactivity, and sensory urgency [10]. Concomitant fluoro- 
scopic imaging (videourodynamics} pinpoints the site of obstruction. 
Bladder outlet obstruction and impaired detrusor contractility are 
defined by the relationship between detrusor pressure and uroflow — a 
high pressure and low flow indicate obstruction (Fig. 10.2) and a low 
pressure (or poorly sustained detrusor contraction) and low flow indi- 
cates impaired detrusor contractility (Fig. 10.3). Multiple nomograms 
have been described to interpret pressure flow studies (PFS) [11-14]. 
The nomograms plot detrusor pressure at maximum flow (Pdet@Q,,,,) 
versus synchronous maximum flow rate (Qmax). We prefer the Schafer 
nomogram to the others because it provides a simple 6 point obstruc- 
tion scale and a 5 point detrusor contractility scale (Fig. 10.4). Figures 
10.5-10.11 depict Schafer grades 0-6 prostatic urethral obstruction. 


Primary bladder neck obstruction 


Primary bladder neck obstruction is an uncommon but not rare condi- 
tion seen mostly in young and middle-aged men [15]. The etiology is 
unknown but it is most likely the result of neuromuscular overactivity 
and failure of the bladder neck to open wide during detrusor contrac- 
tion. The usual presenting symptoms are urinary frequency and urgency. 
Obstructive symptoms are usually not as prominent. The diagnosis can 
only be established by videourodynamics and cystoscopy. The videouro- 
dynamic criteria include high Pdet@Q,,,,, low Qmax, narrowing of 
the bladder neck on fluoroscopic imaging, and relaxation of external 
sphincter electromyography (EMG) during micturition (Fig. 10.13). The 
urodynamic appearance of bladder neck contracture (due to prior pros- 
tatic surgery) is identical to primary bladder neck obstruction. Only 
cystoscopy can distinguish the two entities. In the great majority of 
cases, bladder neck incision or resection is curative (Fig. 10.12), but 
occasionally there may be persistent obstruction (Fig. 10.13). 


Acquired voiding dysfunction 


In acquired voiding dysfunction (AVD), there are involuntary (and often 
subconscious] contractions of the external urethral sphincter during 
voiding that are nearly identical to DESD (see Chapter 12, Figs. 7-9). 
The distinction between AVD and DESD is based on both clinical and 
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urodynamic findings. Firstly, DESD is always due to a neurologic lesion 
that interrupts the pathways between the brain stem and sacral mictu- 
rition center. In the absence of such a lesion (spinal cord injury, trans- 
verse myelitis, multiple sclerosis, etc.), the diagnosis should not be 
made. Secondly, in DESD, the contraction of the external sphincter (and 
increase in EMG) activity always occurs prior to the onset of the detrusor 
contraction, whereas, in AVD, the detrusor contraction occurs first and 
is preceded by sphincter relaxation (and EMG silence). Once the detru- 
sor contraction starts, the patient subconsciously contracts the sphinc- 
ter (Fig. 10.14). 


Bladder diverticula 


Bladder diverticula are another cause of LUTS in men. In most cases, 
bladder diverticula are associated with prostatic obstruction (Figs. 10.11 
and 10.15). In such cases, treatment of the obstruction usually suffices. 
Sometimes, though, there is no diagnosable obstruction and surgical 
excision of the bladder diverticulum is necessary (Fig. 10.16). 


The neurogenic bladder and BPH 


Neurogenic bladder dysfunction often generates symptoms that are 
attributed to prostatic obstruction particularly in men after stroke, 
Parkinson’s disease, and multiple sclerosis. The distinction between 
prostatic obstruction and neurogenic bladder can only be made with vid- 
eourodynamics (Fig. 10.6, PD/CVA (Parkinson’s disease/cerebrovascular 
accident} chapter; Fig. 10.17), but sometimes even the most sophisticated 
studies cannot make these distinctions with certainty (Fig. 10.18]. In our 
judgment, empiric treatment of men with BPH and any of these neuro- 
logic conditions is unwise and often results in poor results. Empiric pros- 
tatectomy is particularly hazardous and often results in unsatisfactory 
outcomes. 


Chronic pelvic pain syndrome/prostatitis 


Chronic pelvic pain syndrome (CPPS)/prostatitis is an enigmatic condi- 
tion frustrating to both patients and doctors alike. In our judgment vid- 
eourodynamics plays a vital role in the diagnosis and treatment of such 
patients for several reasons. Firstly, many of the symptoms of CPPS can 
be due to primary bladder neck obstruction and/or detrusor overactiv- 
ity. Secondly, the filling phase of the cystometrogram is an excellent 
method for assessing the relationship between bladder filling and the 
patient’s pain. Finally, the patient may have an AVD that is either the 
cause of, or the result of, his symptoms (Fig. 10.14). 
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Fig. 10.1 Urodynamic abnormalities in men with 
LUTS. BOO = bladder outlet obstruction, DI = detrusor 
overactivity, IDC = impaired detrusor contractility, and 
SU = sensory urgency. 
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Fig. 10.2 Urethral obstruction. 
Prostatic obstruction in a 73-year- 
old man with Parkinson’s disease. 
Urodynamic study. Qmax = 1 ml/s, 
Pdet@Q max = 150cmH,0O, 
Pdetmax = 187cmH,O, voided 
volume = 33ml, and PVR = 88 ml. 
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Fig. 10.3 Impaired detrusor contrac- 
tility (low pressure, low flow). Pdet@ 
Qmax = 28 cmH,O, Qmax E 2ml/s, 


Schafer nomogram 
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and Pdet@P,,,,, = 28cmH,O. 


Fig. 10.4 Schafer nomogram showing 6 point obstruction scale 
and 5 point detrusor contractility. O-VI refers to increasing 
grades of obstructions. VW to ST refer to increasing detrusor 
strength. VW = very weak; W— + W+ = weak; N- and 

N + normal, ST very strong. 
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Involuntary detrusor contraction . 


(B) 
Fig. 10.5 (A) Schafer grade 0 (no obstruction) Pdet@Q,,,, = 27cmH,0O; Qmax = 26ml/s (vertical dotted line). (B) Voiding 


cystourethrogram (VCUG) showing wide open urethra during maximum flow. (C) Schafer nomogram plotting Qmax 
versus Pdet@Qmax yielding grade 0 voiding with excellent (N+) detrusor contractility. 
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Fig. 10.6 Schafer grade 1 and impaired detrusor contractility (VW) in a 58-year-old man complaining of urinary fre- 
quency, urgency, occasional urge incontinence, hesitancy, and weak stream. (A) Urodynamic study. FSF (first sensa- 
tion of filling) = 272ml, Ist urge = 491 ml, severe urge = 620ml, bladder capacity = 710ml, Qmax = 6ml/s, Pdet@ 
Qmax = 28cmH,O, and Pdetmax = 41 cmH),0. (B) X-ray obtained at Qmax shows a narrowed prostatic urethra (arrows). 
(C) Nomogram reveals unobstructed voiding (grade 1) with very weak detrusor contractility. 
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Trying to hold 
IMK : 


Fig. 10.7 Grade 2 obstruction and type 3 detrusor overactivity. MK is a 70-year-old man with a 10-year history of 
gradually worsening day and nighttime urge incontinence . He ordinarily voids every 4 hours during the day. He is 
awakened from sleep about every 1-2 hours. Ten years ago he was started on tamsulosin and 3 years ago underwent 
empiric thermotherapy, both without benefit. On examination, the prostate was 1+ in size. A 24-hour pad test showed 
93ml of urine loss. Cystoscopy showed bilobar prostatic occlusion, a 4+ trabeculated bladder, and a single large mouthed 
diverticulum. The urodynamic study (see below) showed borderline urethral obstruction, but the unintubated flow 
was perfectly normal. After this urodynamic study, he was treated with all of the commercially available overactive 
bladder (OAB) medications, with and without all of the available alpha adrenergic antagonists, all without effect. He 
subsequently underwent TURP also without benefit. He declined further treatments, but is still being followed. (A) 
Urodynamic tracing. At a bladder volume of 100ml, he had a severe urge to void and tried to hold back by contracting 
his sphincter (Arrow A), but had an involuntary detrusor contraction that he could not abort and voided to completion. 
Qmax = 6ml/s, Pdet@Qmax = 48cmH,0O (vertical dotted line), Pdetmax = 66cmH,O, voided volume = 78 ml, and 

PVR = 26ml. (B) X-ray obtained while he was contracting his sphincter in an attempt to prevent incontinence shows a 
trabeculated bladder and no contrast in the urethra. 
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Fig. 10.7 (continued) (C) Uroflow obtained just prior to the 
urodynamic study. VOID: 16/190/5. 


7 as ce Fig. 10.8 Grade 3 prostatic 
ee Gee obstruction. MOK is an 80-year-old 
| | man who developed urinary 
retention after undergoing TUR of 

: multiple large, superficial bladder 

i i ' tumors. This urodynamic study 
ye showed Schafer grade 3 prostatic 
obstruction. He was then treated 
with tamsulosin and voided satis- 
factorily thereafter. (A) Urodynamic 
iae E m y goi tracing. Qmax = 8ml (vertical dotted 
line), Pdet@Q max = 59cmH,O, 

E uw a oe Pdetmax = 59cmH,O, voided 

; volume = 325ml, and PVR = 98 ml. 
Tre P This corresponds to grade 3 obstruc- 
- tion on the Schafer nomogram 

(Fig. 10.8(C)). 
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Schafer nomogram 


(B) 


Fig. 10.8 (continued) (B) X-ray obtained at Qmax shows obstruction at the bladder neck and proximal prostatic urethra 
(arrows). (C) Schafer grade 3 obstruction. 
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Fig. 10.9 Grade 4 prostatic urethral obstruction and type 2 detrusor overactivity in a diabetic man. GH is a 68-year- 

old man with juvenile onset, type 1 insulin dependent diabetes who complains of urinary frequency, decreased stream, 
urgency, and urge incontinence. After TURP his obstruction was relieved, but his OAB symptoms persisted for about 2 
months and then subsided. (A) Urodynamic tracing. At a bladder volume of about 150ml, he had an involuntary detrusor 
contraction (arrow A) that he was aware of and able to completely abort preventing incontinence. The EMG tracing was 
not on at that time. The bladder was then filled until he sensed the need to void and he had a voluntary detrusor contrac- 
tion, voiding 244ml. Pdet@Q 2, = 99 cmH,O (vertical dotted line), Qmax = 10ml1/s, and PVR = 6ml. This corresponds to 
Schafer grade 4 obstruction. 
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Fig. 10.9 (continued) (B) X-ray obtained at Qmax demonstrated diffuse narrowing of the prostatic urethra (arrows). 


(C) Schafer nomogram (grade 4 obstruction). 
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Fig. 10.10 Grade 5 prostatic 
obstruction. AL is a 63-year-old 
widowed accountant who developed 
urinary retention and was treated 
with an indwelling catheter and 
tamsulosin for 5 days, following 

at which time this urodynamic 
study was done. (A) Urodynamic 
tracing. At a bladder volume of 
approximately 400ml, he had a 
voluntary detrusor contraction. 
Qmax = 5ml/s (vertical dotted 

line), Pdet@Q max = 117cmH,O, 
Pdetmax = 123cmH),O, voided 
volume = 215ml, and PVR = 174ml. 
This corresponds to a grade 

5 obstruction on the Schafer 
nomogram. 
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Schafer nomogram 


Fig. 10.10 (continued) (B) X-ray obtained just prior to 
voiding shows a flattened bladder base characteristic of 
BPO. (C) X-ray obtained at Qmax (Fig. 10.10(A}) reveals the 
prostatic urethra to be elongated and barely visible (arrows). 0 Pdet 150 
(D) Schafer nomogram (grade 5 obstruction). (D) 
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Fig. 10.11 Delayed relaxation of the sphincter, detrusor hyperreflexia (type 3 OAB), prostatic obstruction (Schafer 

grade 6), and multiple bladder diverticula in a 73-year-old man with Parkinson’s disease. His chief complaint is urinary 
frequency, urgency, and urge incontinence on a daily basis. PVR (post-void residual) was 0 and he was empirically treated 
with tolterodine, subsequently developing urinary retention. (A) Urodynamic tracing. 1st urge at 50ml, severe urge at 
121 ml synchronous with an involuntary detrusor contraction. Note the sporadic bursts of EMG activity as he was trying 
to prevent incontinence and he contracted his striated sphincter (arrows). At first he was able to prevent incontinence, 
but once the sphincter fatigued he voided involuntarily with a low flow. Qmax = 1ml/s, Pdet@Q max = 150cmH,O, 
Pdet,,ax = 187cmH,0O, voided volume = 33ml, and PVR = 88 ml. (B) X-ray obtained at Qmax shows scant visualization of 
the prostatic and bulbar urethra (arrows), indicative of prostatic urethral obstruction, and two bladder diverticula (Tic). 
(C) Schafer 6 obstruction. Detrusor pressure and maximum uroflow plotted on the Schafer nomogram. 
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hs 


Fig. 10.12 Primary bladder neck obstruction. MC 

is a 31-year-old man who has been on intermittent 
catheterization BID for about 2 years after he was found 
to have renal failure (creatinine = 7 mg/dl) during an 
evaluation of the sudden onset of pedal edema. At 

first he was treated with an indwelling catheter, then 
intermittent catheterization 4-5 times daily. He had been 
found to have residual urines as high as several liters. He 
underwent serial urodynamics and cystoscopy and was 
told that “there is no blockage.” (A) Urodynamic tracing. 
During bladder filling he was repeatedly asked to try 

to void once the infused volume reached about 750ml 
(he had no urge to void). Finally, at a bladder volume of 
about 1400 ml, he had a voluntary detrusor contraction. 
Pdet = 100cmH,0, Qmax was too low to be detected 

by flowmeter. This corresponds to Schafer grade 

6 obstruction. (B) X-ray obtained during voiding. Flow 
was too low to allow visualization of the urethra. 
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(E) 


Fig. 10.12 (continued) (C) Urodynamic tracing done 5 months after TURP. His creatinine had only come down 

to 2.0mg/dl associated with continued bilateral hydronephrosis. Qmax = 24ml/s, Pdet@Qmax = 39cmH,O, 

Pdetmax = 41cmH,0O, voided volume = 566ml, and PVR = 147ml. (D) X-ray obtained during bladder filling shows a 
“TURP defect” (arrows) and an irregular bladder. (E) X-ray obtained during voiding visualizes the entire anterior urethra, 
but the prostatic urethra is not seen well despite the excellent uroflow. 


112 


BPH, BLADDER NECK OBSTRUCTION, AND PROSTATITIS 


50 


Flow eo Mee nee tee ae a hw |. : 
100 E 
Se 

B A ee eee 


Pdet Peers vee | 1 ry oe 


-600 i} HS 


(B) (C) 


Fig. 10.13 Grade 4 distal prostatic urethral obstruction, type 2 OAB, small bladder diverticulum. HS is a 51-year-old 
man with a chief complaint of persistent urinary urgency and urge incontinence 4 years after bladder neck resection 

for primary bladder neck obstruction. (A) Urodynamic tracing. During bladder filling, there is an involuntary detrusor 
contraction that is perceived as an urge to void (arrow). He contracts his sphincter, prevents incontinence, and aborts 
the detrusor contraction (type 2 OAB). He then has a voluntary detrusor contraction, relaxes his sphincter, and voids 
voluntarily (vertical dotted line). Pedt@Q,,,, = 91cmH),O and Qmax = 11ml/s. This corresponds to grade 4 obstruction 
on the Schafer nomogram. (B) X-ray obtained at bladder capacity discloses that, despite the history of prior bladder neck 
resection, there is no TURP defect. (C) X-ray obtained at Qmax (vertical line on the urodynamic tracing) demonstrates a 
narrowing at the distal prostatomembranous urethra (small arrow) as well as a small bladder diverticulum (large arrow). 
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Fig. 10.13 (continued) (D) X-ray obtained just prior to the 
termination of voiding confirms good emptying despite 
the high grade obstruction. 


Fig. 10.14 AVD. The patient is a 31-year-old medical equipment salesman with a decade long history of “prostatitis” 
treated empirically by a number of urologists. His symptoms included urinary frequency, Q 1/2-1 hour urgency, nocturia 
5 times, a slightly decreased stream, and chronic pelvic pain. American Urological Association (AUA) Sx score = 33. On 
examination, the prostate was small, smooth, non-tender, and had benign feeling. (A) Urodynamic tracing. Throughout 
filling he attempts to void and has multiple low magnitude detrusor contractions. However, during each such 
contraction, he contracts his external sphincter, preventing micturition. Finally, at the arrow, with his sphincter relaxed, 
he has a voluntary detrusor contraction but almost immediately contracts his sphincter and voids with an obstructed 
detrusor pressure/uroflow curve. Pdet@Q a, = 46cmH),O and Qyax = 6ml/s (Schafer grade 3 obstruction). 
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Fig. 10.14 (continued) (B) X-ray obtained during voiding shows a dilated prostatic urethra and narrowed membranous 
urethra arrows due to subconscious contraction of the external sphincter. (C) X-ray obtained during the first part of 
micturition shows a mid-prostatic urethral narrowing (arrows). 


Fig. 10.15 NT is a 34-year-old man with recurrent urinary tract infections for the past year characterized by dysuria, 
difficulty in voiding, perineal discomfort, and strong urinary odor but without fever or chills. Bladder sonography 
revealed a large PVR (post-void residual). Cystoscopy demonstrated an elevated vertical neck, small bladder diverticulum 
at the dome, no trabeculations. He was treated with three types of alpha adrenergic antagonists without effect (except 
for retrograde ejaculation) and then treated with intermittent self-catheterization. (A) Urodynamic tracing. He did not 
feel an urge to void until a bladder volume of about 800ml and then had a sustained voluntary detrusor contraction. 
Qmax = 10ml/s and Pdet@Q max = 59cmH),O (vertical dotted line). This corresponds to Schafer grade 3 obstruction. 
Pdetmax = 87cmH,O and voided volume = 152ml. In the midst of voiding, he (involuntarily) contracts his sphincter 
(increased EMG activity, vertical dotted line). Detrusor pressure rises to 87cmH,0 and uroflow falls to nearly 0. This 
demonstrates nicely the inverse relationship between detrusor pressure and uroflow and is an example of an AVD 
superimposed upon underlying prostatic obstruction. PVR = 691ml. 
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Fig. 10.15 (continued) (B) X-ray obtained during bladder filling shows an open vesical neck at rest (arrows) and a bulge at 
the upper right side of the bladder (dotted line) that, on later films, proved to be a large bladder diverticulum. (C) X-ray 
obtained during the first part of micturition shows a mid-prostatic urethral narrowing (arrows). (D) X-ray obtained 

at Qmax Shows that the mid-prostatic urethra is still the narrowest part of the urethra and as he voids, the bladder 
diverticulum becomes larger (arrows). (E) And larger! 
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Bladder 


Fig. 10.16 (A) Multiple large bladder diverticula and Schafer grade 2 
voiding (mild obstruction). Pdet@Q max = 50cmH,O and Qmax = 12ml/ 
s. (B) This X-ray, obtained during voiding, at first glance appears to 
show a dilated prostatic urethra. In fact, the urethra is obscured by a 
large bladder diverticulum (discovered at surgery) that extended behind 
and below the prostate. 
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Fig. 10.17 DESD and prostatic urethral obstruction in a 52-year- 
old man with spastic paraparesis owing to radiation myelitis 
(lymphoma). (A) Urodynamic study. FSF (first sensation of 

filling) = 200ml, 1st urge = 205ml, severe urge = 217ml, 

an involuntary detrusor contraction occurred at a bladder 

volume of 264ml. Qmax = 0.7ml/s, Pdet@Q max = 92cmH,O, 
Pdetmax = 108cmH),0, voided volume = 16ml, and PVR = 224ml. 
(B) X-ray obtained at Pdetmax demonstrates some contrast in the 
bulbar urethra, but none at all in the prostatomembranous urethra. 
It is impossible from this study to determine to what degree the 
patient’s symptoms are due to prostatic obstruction versus DESD. 
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Fig. 10.18 Grade 5 prostatic obstruction (Schafer grade 6) and type 4 OAB in an 81-year-old man with Parkinson’s 
disease. He developed urinary retention and a prostatic stent was placed, which failed to resolve his urinary retention. 
Cystoscopy revealed the proximal prostatic urethra and vesical neck to be ‘filled’ with what appeared to be prolapsing 
prostatic lobes. (A) Urodynamic tracing. During bladder filling there was an involuntary detrusor contraction at a 
volume of 70m! to a detrusor pressure of 123cmH),O. He perceived the contraction as pain, but was unable to contract 
his sphincter or abort the detrusor contraction. Qmax = 0.5ml/s, Pdet@Qmax = 108cmH,O, Pdetmax = 123cmH,0, 
voided volume = 10ml, and PVR = 60ml. (B) X-ray exposed during early bladder filling shows the faint outline of a 
prostatic urethral stent (arrows) and obvious vesicoureteral reflux into a markedly dilated left ureter. (C) Radiograph 
exposed at Qmax shows no contrast in the urethra. Note that the proximal margin of the stent (arrows) is about 1 cm 
distal to the bladder neck. At cystoscopy the tissue proximal to the stent appeared to be protruding prostatic lobes 
causing obstruction. Comment: Renal ultrasound showed a normal right kidney, a normal left upper renal pole, and left 
lower pole hydronephrosis. This almost assuredly is due to a congenital duplication of the left collecting system, despite 
the fact that a duplication was not seen at cystoscopy. One would expect that with such severe vesicoureteral reflux and 
a high pressure bladder that he would be at high risk for urosepsis, but, in fact, has never even had a clinical urinary tract 
infection. He underwent TUR of the obstructing proximal prostatic tissue. Two years thereafter, he was voiding with 
neither difficulty, incontinence nor urinary infection! 
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Bladder Outlet Obstruction 
and Impaired Detrusor 
Contractility in Women 


Introduction 


Bladder outlet obstruction in women, once thought to be extremely 
rare, has a reported incidence of 6-23% in patients with persistent 
lower urinary tract symptoms [1-3]. The etiology of urethral obstruc- 
tion is depicted in Table 11.1. The incidence of impaired contractility 
has not been well studied, but in our experience, it is at least as com- 
mon as urethral obstruction. 


Diagnosis 


The symptoms of bladder outlet obstruction in women are non- 
specific including storage symptoms (urinary frequency, urgency, and 
urge incontinence} and voiding symptoms (difficulty starting mic- 
turition, hesitancy, weak stream, dysuria, and post-void dribbling). 
Although it is widely agreed that detrusor pressure uroflow studies are 
necessary to make the diagnosis of urethral obstruction and to distin- 
guish it from impaired detrusor contractility, there is no consensus on 
specific urodynamic criteria. In a generic sense, urethral obstruction 
is characterized by a detrusor contraction of adequate magnitude and 
duration and a low uroflow. Impaired detrusor contractility is charac- 
terized by a weak detrusor contraction and a low uroflow. Empirically, 
urethral obstruction has been defined as Pdet@Q,,,, > 20cmH,O 
and Qmax <12ml/s and impaired detrusor contractility as Pdet@ 
Qmax < 20cemH,O and Qmax < 12ml/s. (Note that the cutoff for Pdet@ 
Q nax in men is 40cmH,O. Nitti et al. [1] proposed that urethral obstruc- 
tion be defined as “radiographic evidence of obstruction between the 
bladder neck and the distal urethra in the presence of a sustained detru- 
sor contraction.” According to this definition, there is no specific uro- 
dynamic criteria, but they observed that obstructed women had lower 
Qmax higher Pdet@Q,,,,,, and higher post-void residual (PVR) (Fig. 11.1). 

Chassagne et al. [4] and subsequently Lemack and Zimmern [5] , uti- 
lizing various combinations of Pdet@Qax/Qmax and using ROC curves, 
concluded that the best fit of sensitivity (91.5% and 73.6%, respec- 
tively), was attained with a cutoff value of Pdet@Q max = 21cmH,O and 
Qmax = 11cmH,O. 
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Table 11.1 Etiology of urethral 


obstruction*. 

e Prior surgery 14-30% 

e Prolapse 28-29% 

e Stricture 15% 

e Primary bladder neck 10-16% 
obstruction 

e DESD 6% 

èe Acquired voiding 6-33 % 
dysfunction 

e Urethral diverticulum 4% 


*From Refs. [1,2] 
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Table 11.2 Classification of urethral 
obstruction. 


Anatomic urethral obstruction 

Compression 
Post-surgical 
Prolapse 
Urethral diverticulum 
Tumor 

Urethral stricture 
Post-surgical 
Traumatic 

Atrophy 

Functional urethral obstruction 
Primary vesical neck 
Neurogenic (DESD) 
Acquired behavior 


Suggested Reading 


Blaivas and Groutz [2] devised a bladder outlet obstruction nomo- 
gram for women based on cutoff values of Pdet@Q max > 20cmH,O and 
a free (unintubated) Qmax < 12ml/s (Fig. 11.2). 

Urethral obstruction may be anatomic or functional (Table 11.2). The 
two most common known causes of urethral obstruction are genital 
prolapse (Figs. 11.6 and 11.7) and complications after antiincontinence 
operations (Figs. 11.8-11.11). Much less commonly, urethral obstruc- 
tion may be due to urethral diverticulum (Fig. 11.12), urethral stricture 
(Figs. 11.13-11.15), genital atrophy (Fig. 11.16), or tumor. Functional 
obstructions include primary vesical neck obstruction (Fig. 11.17), 
detrusor sphincter dyssynergia due to spinal neurologic lesions (Fig. 
11.18), and acquired or learned voiding dysfunction also called dysfunc- 
tional voiding (Fig. 11.19). In this latter condition, the patient is unable 
to fully relax the urethral sphincter during micturition. 

The symptoms of impaired detrusor contractility are non-specific 
and comprise the same spectrum as those associated with urethral 
obstruction. From a urodynamic standpoint, the hallmark of the diag- 
nosis is a low flow and low detrusor pressure as discussed above (Figs. 
11.20 and 11.21). In most instances, the cause of impaired detrusor con- 
tractility is not apparent. It is postulated that it is caused by an over- 
distension injury or longstanding urethral obstruction. Pharmacologic 
agents, including anticholinergics and tricyclic antidepressants are 
reversible causes of impaired detrusor contractility. Psychologic causes 
have been postulated, but not well documented. Neurogenic causes are 
well known and include lower motor neuron lesions from spinal cord 
injury, myelodysplasia, multiple sclerosis, spinal stenosis, and herni- 
ated disks. In addition, radical pelvic surgery (radical hysterectomy and 
abdominal perineal resection of the rectum), not infrequently results in 
damage to the sacral reflex arcs [6,7]. 
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Fig. 11.3 Grade 1 urethral 
obstruction due to pelvic organ 
prolapse. The patient is a 70-year-old 
diabetic woman with procidentia. 
She complains of severe stress and 
urge incontinence. 

Urodynamic tracing. She initiates 
micturition by abdominal 
straining (arrow), but then stops 
straining and flow increases. 
Pdet@Q max = 38cmH,O and 
Qmax = 12ml/s (vertical dotted line). 
This corresponds to grade 1 urethral 
obstruction. 
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Fig. 11.4 Grade 2 urethral 
obstruction due to urethral stricture 
in a 36-year-old woman after pelvic 
fracture. 

Urodynamic tracing. There is 
a sustained detrusor contraction. 
Pdet@Q max = 80cmH,0O and 
Qmax = 5ml/s (vertical dotted line). 
This corresponds to grade 2 urethral 
obstruction on the Blaivas—Groutz 
nomogram. 


Fig. 11.5 Grade 3 urethral 
obstruction (primary bladder neck 
obstruction) in a 52-year-old woman 
who was asymptomatic, but found 
to have a distended abdomen due to 
PVR urine over 11. 

Urodynamic tracing. There is 
a sustained voluntary detrusor 
contraction to 155cmH),O and a flow 
so low that it did not activate the 
flowmeter. This corresponds to a 
grade 3 obstruction. 
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Fig. 11.6 Grade 1 urethral obstruction due to pelvic organ 
prolapse. The patient is a 68-year-old woman. During 
voiding there is grade 1 obstruction according to the 
Blaivas—Groutz nom ogram. 


(A) Urodynamic tracing. Qmax = 8ml/s, Pdet@Q max = 
36cmH,0 (vertical dashed line), Pdetmax = 42cmH,O, 
voided volume = 376ml, and PVR = 13ml. 

(B) X-ray obtained during voiding shows the urethra barely 
visible (arrow). The white line indicates the lower border of 
the symphysis pubis. 
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Fig. 11.7 Grade 2 urethral obstruction due to grade 4 
cystocele in a 73-year-old woman with procidentia. 
(A) Urodynamic tracing. Qmax = 2.2ml/s, Pdet@ 
Qmax = 54cmH),0O (vertical dashed line), voided 
volume = 28ml, and PVR = 402 ml. 

(B) X-ray shows a grade 4 cystocele. The white line 
indicates the lower border of the symphysis pubis. 
The urethra is obscured by the cystocele (arrows). 
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Fig. 11.8 Grade 1 urethral obstruction 5 years status post 
autologous fascial pubovaginal sling. 

(A) Urodynamic tracing. Pdet@Q max = 50cmH,O and 

Qmax = 6ml/s (vertical dashed line). This corresponds 

to a grade 1 urethral obstruction on the Blaivas—Groutz 
nomogram. 

(B) X-ray exposed at Qmax shows a narrow urethra just distal 
to the vesical neck (arrows). 
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Fig. 11.9 Urethral obstruction due to autologous fascial 
pubovaginal sling. (A) Urodynamic tracing. There is a 
sustained detrusor contraction to over 75cmH),O (arrows) 
and no flow. This corresponds to a grade 2 urethral 
obstruction on the Blaivas-Groutz nomogram. (B) X-ray 
exposed at Pdetmax shows complete obstruction of the 
urethra at the bladder neck (black arrow), presumably from 
a prior sling operation. Note the left vesicoureteral reflux 
(white arrows). 
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Fig. 11.9 (continued) (C) The 
vesicoureteral reflux extends into 
the left kidney and distends the 
collecting system (grade 3). 
(D) Urodynamic tracing for 2 years 
status post sling incision and left 
ureteroneocystostomy. She voids 
normally with a Qmax = 24ml/s and 
a bell shaped curve (vertical line). 
On the flow tracing there is an 
artifact that cannot be readily 
explained, but may be due to 
unintentional movement of the 
flowmeter. 

Detrusor pressure during uroflow 
had a negative value of 50cmH,O. 
This is not possible and reflects an 
artifact due to subtraction of Pabd 
from Pves. Part of the explanation 
is the pressure transducers were 
not properly calibrated. Note that 
when she coughed, Pabd rose to 
52cmH),O, but pves only rose to 
36cm. So when during uroflow, Flow 
pabd rose to almost 50cm, pdet 
should fall below zero just because 
of the calibration error. The likeliest 
explanation is that she was straining 
during voiding, raising Pabd, and the 
vesical pressure was not recording 
well because of an air bubble or 
leak. However, the vesical tracing 
appears to be recording well before Pabd 
and after uroflow and the electronic 
subtraction everywhere else on the 
tracing was working pretty well. 
Further, on visual inspection of the Pdet 
patient during voiding, there was no 
visible straining. Another possible 
explanation is that she had a rectal 
contraction during voiding. 

Nevertheless, since she voided EMG 
with a Pves = 18cmH,O and a 
Qmax = 24ml/s, we conclude that her 
obstruction has been relieved. (D) 
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Fig. 11.10 Distal urethral obstruction 
(grade 1) and type 3 OAB ina 
55-year-old woman who developed 
de novo urge incontinence after 
undergoing a synthetic sling (TVT). 
(A) Video-urodynamic study. 150m1 
FSF (first sensation of bladder 
filling) = 176ml, Ist urge = 190ml, 
and severe urge = 210ml. There 
was an involuntary detrusor 
contraction at a volume of 229ml. 
She perceived the contraction as 
urge and was incontinent. She 
had another involuntary detrusor 
contraction shortly thereafter, was 
again incontinent, but still had a 
large amount in her bladder and 
then tried to empty by straining. 
Qmax = 7ml (vertical dotted 
line), Pdet@Q nmax = 22cmH,O, 

a A s a = A Pdetmax = 25cmH,0O, voided 
Involuntary detrusor- . . Détrusor contraction volume = 68ml, and PVR = 290ml. 

contraction - 4 abated 4 Uroflow just prior to the urodynamic 

study: Qmax = 7ml/s, voided 
volume = 49ml, and PVR = 150ml. 
(B) Magnified view of the first 
involuntary detrusor contraction. She 
perceived the contraction as urge and 
was incontinent. During the detrusor 
contraction, she was asked to try to 
stop voiding and she contracted her 
sphincter, aborted the stream, and 
the detrusor contraction abated. 
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Fig. 11.10 (continued) (C) Magnified view of her attempt to 
voluntarily void shows that straining does not appreciably 
increase her flow. (D) X-ray obtained at Qmax (dashed 
vertical line on Fig. 11.10(A) and (B}) shows a narrowing 

in the distal urethra consistent with urethral obstruction 
(arrows). These findings are consistent with obstruction 
from the synthetic sling or an acquired voiding dysfunction. 
Comment: She underwent sling incision and her overactive 
bladder symptoms completely subsided, suggesting that 

it was mechanical obstruction by the sling that cause the 
symptoms. She did develop mild sphincteric incontinence, 
not an acquired voiding dysfunction. 
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Fig. 11.11 Proximal urethral obstruction (grade 1) and detrusor 
overactivity in a 45-year-old woman after multiple synthetic sling 
surgeries. (A) Urodynamic tracing. During bladder filling there were 
involuntary detrusor contractions beginning at a volume of 166ml. 
She had a voluntary detrusor contraction to 58cmH)O. None of the 
contractions resulted in voiding. (B) X-ray obtained at Qmax shows the 
faint visualization of the urethra (arrows) with a narrowed proximal 
segment consistent with urethral obstruction from one of the slings. 
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Fig. 11.12 Urethral obstruction due to urethral 
diverticulum in a 64-year-old woman who had undergone 
repeated urethral dilations over a 20-year period because of 
recurring urinary tract infections. (A) Urodynamic tracing. 
During bladder filling, there are involuntary detrusor 
contractions that result in incontinence. She finally voids 
voluntarily. Pdetmax@Q,,,,, = 68cmH),O, and Qmax = 5ml/s 
(vertical dashed line). This correlates with grade 2 
obstruction on the Blaivas-Groutz nomogram. 

(B) X-ray exposed at Qmax Shows a large, multilocular 
urethral diverticulum (arrows) causing distal urethral 
obstruction. 
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Fig. 11.13 Urethral obstruction due to urethral stricture of unknown etiology. The patient is a 41-year-old woman with 
a 3-year history of gradually increasing urinary frequency, urgency, and nocturia. Attempt at cystoscopy was aborted 
because of inability to pass a 17F cystoscope due to what appeared to be a stricture at the juncture of the middle and 
distal third of the urethra. (A) Urodynamic tracing. There is a voluntary detrusor contraction to 179cmH,O and a 

Qmax = 10m1/s corresponding to a grade 3 urethral obstruction on the Blaivas-Groutz nomogram. In the midst of the 
detrusor contraction she began to void the catheter out (arrow A), but it was re-inserted. When the catheter came out, 
vesical pressure was no longer measured and this caused an artifactual negative pressure registration on the detrusor 
channel since detrusor pressure is determined by electronic subtraction of abdominal pressure from vesical pressure. 

(B) X-ray obtained at Qmax shows an obstruction at the junction of the middle and distal third of the urethra (arrows). 
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Fig. 11.13 (continued) (C) Urodynamic tracing 3 weeks status 


post urethroplasty. At a bladder volume of 1,400ml she had a 
voluntary detrusor contraction. Pdet@Q max = 70cmH,O and 
Qmax = 7ml/s suggesting urethral obstruction, but she voided 
normally after removing the urethral catheter. She voided again 
immediately with a normal bell shaped curve and Qmax = 45ml/s. 
This computes to a borderline grade 1 obstruction on the 
Blaivas—Groutz nomogram. (D) Unintubated uroflow 1-year 
post-operatively. Qmax = 42ml/s, voided volume = 604ml, and 
PVR = Oml. 
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Fig. 11.14 Urethral stricture status post excision 

of urethral caruncle. This is an 82-year-old woman 
referred because of urinary retention following excision 
of a urethral caruncle. She failed three voiding trials 
and is currently being managed with an indwelling 
Foley catheter. (A) Urodynamic tracing. There is a 
sustained detrusor contraction to about 50cmH,O and 
a Qmax = Il ml/s (arrow). This corresponds to a grade 2 
obstruction on the Blaivas-Groutz nomogram. 

(B) X-ray exposed during voiding at Qmax (arrow) shows the 
obstruction to be at the distal urethra. 
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Fig. 11.15 Anatomic obstruction due to urethral stricture 
in a 36-year-old woman after pelvic fracture. (A) 
Urodynamic tracing. There is a sustained detrusor 
contraction: Pdet@Q max = 80cmH,O and Qmax = 5ml/s 
(vertical dashed line). This corresponds to grade 2 urethral 
obstruction on the Blaivas-Groutz nomogram. (B) X-ray 
obtained at Qmax shows distal urethral obstruction (arrows). (B) 
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Fig. 11.16 Urethral obstruction (probably due to atrophic 
vaginitis). The patient is a 75-year-old woman with a 

long history of urinary frequency and a single episode of 
urinary retention treated with a temporary Foley catheter. 
On examination there was severe genital atrophy and 
cystoscopy showed the urethra to be concentrically scarred 
and narrowed and had to be dilated in order to introduce 
the 17F cystoscope. (A) Urodynamic tracing. Both of the 
detrusor contractions are voluntary, but the flow is very 
low. During the second detrusor contraction, the catheter 
was removed to see if flow would improve, but there 

was still severe obstruction that correlated with a grade 

2 obstruction on the Blaivas-Groutz nomogram. Pdet@ 
Qmax = 88cmH,0O and Qmax = 7ml/s. After removal of the 
catheter she continued to void with an interrupted stream 
and a Qmax = 10cmH),O. (B). X-ray exposed during flow. 
No contrast is seen in the urethra suggesting the bladder 
neck as the site of obstruction. The bladder is markedly 
trabeculated and there are multiple diverticula (arrows). 
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Fig. 11.17 Grade 3 urethral obstruction (primary bladder neck 
obstruction) in a 52-year-old woman who was asymptomatic, but 
found to have a distended abdomen associated with PVR urine over 
11. (A) Urodynamic tracing. There is a sustained voluntary detrusor 
contraction to 155cmH,O and a flow so low that it did not activate 
the flowmeter. This corresponds to a grade 3 obstruction. The EMG 
channel was not recorded. (B) X-ray obtained during Pdetmax shows 
no contrast in the urethra (vesical neck obstruction) and two large 
bladder diverticula (arrows). 
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Fig. 11.17 (continued) (C) Urodynamic tracing obtained 6 months status post transurethral incision and resection of 
bladder neck. She voided with a voluntary detrusor contraction (Pdet@Qmax = 37 cmH,O and Qmax = 18ml1/s). This is 
consistent with mild (grade 1) urethral obstruction, a marked improvement from her pre-operative status. (D) X-ray 
obtained at bladder capacity shows an open vesical neck at rest (arrows). (E) X-ray obtained during voiding shows a 
narrowed distal urethra. 
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Fig. 11.18 Detrusor external sphincter dyssynergia 
and bladder neck obstruction in a 17-year-old paraplegic 
woman. (A) Urodynamic tracing. At a bladder volume 
of 125ml, there is a sustained involuntary detrusor 
contraction (Pdetmax = 90cmH),0). During the detrusor 
contraction, there is a marked increase in EMG activity 
consistent with a diagnosis of DESD. However, the 
increased EMG activity occurs long after the onset of the 
detrusor contraction. This is not typical. Usually, in 
DESD the increased EMG activity occurs before or 
synchronous with the detrusor contraction. The current 
EMG findings may be artifactual due to the use of surface 
EMG electrodes instead of needle electrodes. 
(B) X-ray exposed at Pdetmax shows no contrast at all in 
the urethra. The likeliest cause is synchronous bladder 
neck obstruction and DESD. It is possible, albeit unproven, 
that in this patient the striated urethral musculature 
extends all the way to the vesical neck. 

Note the irregular contour of the bladder base consistent 
with a trabeculated bladder. 
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Fig. 11.19 Acquired voiding dysfunction in a 65-year-old 
woman. She complained of difficulty voiding and a “start/ 
stop” voiding pattern. (A) Urodynamic tracing. During 
bladder filling there are multiple, sporadic increases in 
EMG activity. At the arrow A, she tries to void, strains 
and finally has two low magnitude detrusor contractions 
accompanied by further increases in EMG activity and no 
voiding (this is more easily seen in real time; the current 
tracing is compressed owing to page spacing limitations). 
She finally develops a sustained detrusor contraction 
(arrow B), but is still unable to relax her sphincter and 

she voids with an interrupted stream, obstructed by her 
own sphincter contraction. Pdet@Q mnax = 50cmH,O and 
Qmax = 6ml/s (vertical dashed line), consistent with grade 
2 urethral obstruction on the Blaivas—Groutz nomogram. 
(B) X-ray obtained at Qmax (vertical dashed line) shows a 
wide open proximal two-thirds of the urethra and barely 
discernible visualization of the distal third. Without 
synchronous pressure/flow data, the appearance of this 
urethra would be considered normal. 
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Fig. 11.20 Impaired detrusor contractility and type 1 OAB in a 77- 
year-old woman. Her chief complaint is urge incontinence just 

as she reaches the toilet. (A) Urodynamic study. FSF = 311ml, 

lst urge = 431 ml, and severe urge = 600ml. There were no 
involuntary detrusor contractions. Bladder capacity was 665 ml. 

Qmwax = 4ml/s, Pdet@Q max = 15cmH,O, Pdetmax = 17cmH,0O, voided 
volume = 111ml, PVR = 495ml, and PVR prior to urodynamic 

study = Oml. (B) X-ray obtained during voiding at Qmax- 
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Fig. 11.21 Impaired detrusor contractility in a 31-year-old 
woman with recurrent stress incontinence after a vaginal 
wall sling. (A) Urodynamic tracing. At a bladder volume 
of 305ml, she strains to initiate micturition (arrow) and 
then generates a voluntary detrusor contraction showing 
impaired detrusor contractility. (Qmax = 7.1ml/s, Pdet@ 
Qmax = 14.2cmH,O, Pdetmax = 15cmH),O, voided 
volume = 305ml, and PVR = 0ml.) (B) X-ray obtained 

at Qmax Shows a wide open urethra, but the view is not 
obliqued enough to show details. She also has grade 1 right 
vesicoureteral reflux (arrows). 


Neurogenic Bladder: 
The Effect of Neurologic 
Lesions on Micturition 


Micturition is normally accomplished by activation of the micturition 
reflex (see chapter 2, Normal micturition). The micturition reflex is 
integrated and modulated at numerous sites throughout the central ner- 
vous system including the pontine mesencephalic reticular formation 
(pontine micturition center), parasympathetic and somatic components 
of the sacral spinal cord (the sacral micturition center), and the thoraco- 
lumbar sympathetics [1-4]. 

Neurologic lesions above the pons usually leave the “micturition 
reflex” intact and, when they affect voiding at all, generally result in 
loss of voluntary control. In these patients micturition is physiologically 
normal (there is a coordinated relaxation of the sphincter during detru- 
sor contraction, but the patient has simply lost the ability to either ini- 
tiate or prevent voiding) [4,5]. There is great variability in the degree of 
the patient’s awareness, control, and concern about micturition. Some 
patients have either no awareness or concern and simply void involun- 
tarily (Fig. 12.1). This pattern is also called type 4 overactive bladder 
(OAB) [6] (see chapter 9, overactive bladder). 

Some patients with suprapontine neurologic lesions can sense the 
impending onset of an involuntary detrusor contraction and are able 
to voluntarily contract the sphincter and abort the detrusor contrac- 
tion before it starts. This pattern is called type 2 OAB (Fig. 12.2). Such a 
patient usually complains of urgency, but not urge incontinence. Others 
are aware of the involuntary detrusor contraction and can contract 
the striated sphincter, but this does not abort the detrusor contraction 
and incontinence ensues. This pattern is called type 3 OAB (Fig. 12.3). 
In addition to urinary urgency, these patients also complain of urge 
incontinence. 

Some patients with supraspinal neurologic lesions have both involun- 
tary detrusor contractions and impaired detrusor contractility (Fig. 12.4). 
Others have detrusor areflexia or an acontractile detrusor (Fig. 12.5), 
but the neurophysiologic pathways responsible for this have not been 
well described. Sometimes it is difficult to distinguish between low 
bladder compliance, involuntary detrusor contractions, and/or detrusor 
areflexia (Fig. 12.6). 

Interruption of the neural pathways connecting the “pontine micturi- 
tion center” to the “sacral micturition center” usually results in detrusor- 
external sphincter dyssynergia (DESD) or other manifestations of poor 
coordination of the micturition reflex such as weak, poorly sustained 
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detrusor contractions [4,7,8]. DESD is characterized by involuntary 
contractions of the striated musculature of the urethral sphincter 
during an involuntary detrusor contraction. It is seen exclusively in 
patients with neurologic lesions between the brain stem (pontine mic- 
turition center) and the sacral spinal cord (sacral micturition center). 
These include traumatic spinal cord injury, multiple sclerosis, myelo- 
dysplasia, and other forms of transverse myelitis. 

There are three main types of DESD. In type I there is a concom- 
itant increase in both detrusor pressure and EMG activity (Fig. 12.7). 
At the peak of the detrusor contraction, the sphincter suddenly relaxes 
and unobstructed voiding occurs. Type II DESD is characterized by spo- 
radic contractions of the external urethral sphincter throughout the 
detrusor contraction (Fig. 12.8). In type III DESD there is a crescendo- 
decrescendo pattern of sphincter contraction which results in urethral 
obstruction throughout the entire detrusor contraction (Fig. 12.9). 

The diagnosis of DESD should be suspected in any patient with a neu- 
rologic lesion involving the spinal cord. Conversely, in patients without 
such a lesion, this diagnosis should be viewed with skepticism. In neu- 
rologically normal patients, a presumed diagnosis of DESD is almost 
always due to an acquired disorder of micturition characterized by a con- 
traction of the striated sphincter in a conscious or subconscious attempt 
to abort micturition. The correct diagnosis is best attained by videou- 
rodynamic evaluation with EMG monitoring. In DESD the onset of the 
detrusor contraction is preceded by an increase in sphincter EMG activity. 
In learned voiding dysfunction the sphincter EMG activity diminishes 
just prior to the contraction, then sporadically increases as the patient 
contracts and relaxes the sphincter (identical to Fig. 12.3). If EMG is 
unavailable, the characteristics of the urethral contractions seen at fluo- 
roscopy often provide enough information for a definitive diagnosis. 

Sacral neurologic lesions have a variable effect on micturition 
depending on the extent to which the neurologic injury affects the 
parasympathetic, sympathetic, and somatic systems. In complete para- 
sympathetic lesions the bladder is areflexic and the patient is in uri- 
nary retention (similar to Fig. 12.5). In many cases, there is also low 
bladder compliance. When, in addition to a parasympathetic lesion, 
there is also a sympathetic one, the proximal urethra loses its sphinc- 
teric function. Clinically, this results in incomplete bladder emptying 
(due to the acontractile detrusor) and sphincteric incontinence (due to 
the non-functioning proximal urethra) (Fig. 12.10) [9-12]. 

Somatic neurologic lesions affect pudendal afferents and efferents. In 
addition to loss of perineal and peri-anal sensation, these lesions abol- 
ish the bulbocavernosus reflex and impair the ability to voluntarily 
contract the urethral and anal sphincters. Herniated disks, diabetic 
neuropathy, multiple sclerosis, and spinal cord cause sacral neurologic 
lesions tumors. They are also commonly encountered after extensive 
pelvic surgery such as abdominoperineal resection of the rectum and 
radical hysterectomy [9-12]. 

In addition to documenting the effect that the neurologic abnormal- 
ity has on micturition, videourodynamic evaluation is also important 
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for detecting urologic risk factors that require either active treatment or 
aggressive followup to prevent complications such as hydronephrosis, 
vesicoureteral reflux, urolithiasis, urosepsis, and renal failure. Urologic 


risk factors include detrusor-external sphincter dyssynergia, low blad- 


der compliance, and sustained high magnitude detrusor contractions. 


For patients who experience autonomic dysreflexia, the relationship 
between the signs and symptoms (sweating, headache, hypertension, 
bradycardia) and bladder filling, detrusor contraction, sphincter con- 
traction, or vesicoureteral reflux is noted. 
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Fig. 12.1 Detrusor hyperreflexia (type 4 OAB) due to 
neurologic lesions above the brain stem that leaves the 
pontine micturition center intact. This results in a normal 
micturition reflex that the patient cannot completely 
control. In this example, the patient has no awareness of 
the involuntary detrusor contraction and simply voids 
“normally,” but without control. The urodynamic tracing 
is identical to a normal micturition reflex. 


Fig. 12.2 Detrusor hyperreflexia (type 2 OAB). In 
this example, the impending onset of an involuntary 
detrusor contraction is sensed by the patient who 
immediately contracts the striated sphincter. 

This is manifest as increased EMG activity. At 

this point, the urethra is dilated in its proximal 
extent with obstruction in the distal third by the 
sphincter contraction (arrows “A”). Through a reflex 
mechanism, the detrusor contraction is aborted and 
continence maintained (no flow, flat Q tracing). 


Fig. 12.3 Detrusor hyperreflexia (type 3 OAB). An 
involuntary detrusor contraction is heralded by a sudden 
and complete relaxation of the sphincter EMG. As soon as 
the patient senses the detrusor contraction, he contracts 
his sphincter (increased EMG activity) in an attempt to 
prevent incontinence. At this point, the urethra is dilated 
in its proximal urethra with obstruction in the distal third 
by the sphincter contraction (arrows A}, momentarily 
maintaining continence. Once the sphincter fatigues, the 
urethra opens and incontinence ensues (arrows B). 


THE EFFECT OF 


Fig. 12.4 Detrusor hyperreflexia and impaired detrusor 
contractility. An involuntary detrusor contraction is 
heralded by a sudden and complete relaxation of the 
sphincter EMG, but the detrusor contraction is barely 
discernible as a subtle rise in detrusor pressure. Uroflow is 
low, but the urethra opens normally (arrows). The patient 
does not empty completely. 


Fig. 12.5 Detrusor areflexia. Despite the bladder filling to a 
large volume, there is no detrusor contraction at all and the 
urethra remains closed. 


Fig. 12.6 Low bladder compliance versus involuntary 
detrusor contraction. During bladder filling there is a 
gradual rise in detrusor pressure and the patient begins 

to void/leak with a low flow rate. Is this a detrusor 
contraction or low bladder compliance? There are two clues 
that this is low compliance. Firstly, each time the bladder 
infusion is stopped (vertical solid lines) detrusor pressure 
falls, and when bladder infusion is started again (vertical 
dashed line) detrusor pressure rises. Secondly, the rise in 
detrusor pressure is unassociated with any EMG changes. 
At the end of bladder filling, there is complete relaxation of 
the striated sphincter (EMG silence) heralding the onset of 
an involuntary detrusor contraction (arrow B). The detrusor 
pressure continues to rise after bladder filling has stopped 
confirming that detrusor contraction and not low bladder 
compliance causes the pressure rise. 
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and open bladder neck due to parasympathetic and 
sympathetic injury. During bladder filling there is a 


gradual rise in detrusor pressure and the patient begins 
to void/leak with a flow rate too low to activate the Bladder 
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Cerebral Vascular Accident, 
Parkinson’s Disease 

and Other Supra Spinal 
Neurologic Disorders 


Cerebrovascular accident (CVA) has been estimated to afflict 83-160 per 
100,000 populations annually and is the third most common cause of 
disability in the United States. Arterial occlusion, hemorrhage, and con- 
genital malformation are the most common etiologies. Arteriosclerotic 
vascular disease is frequently associated with hypertension and diabetes. 
Intracranial hemorrhage is usually due to rupture of aneurysms located 
at the base of the brain. Many patients after CVA suffer from lower uri- 
nary tract symptoms and urodynamic abnormalities. During the first 
month after stroke, incontinence is very common, with a reported inci- 
dence as high as 70%. However, it is usually transient, and in many 
patients it is due, at least in part, to immobility and dependency subse- 
quent to paralysis and cognitive disorders. 

Detrusor hyperreflexia is the most common urodynamic abnormality 
after CVA and is thought to be the result of a release of the spinal mic- 
turition reflexes from cerebral inhibitory centers (Fig. 13.1). Detrusor- 
external sphincter dyssynergia (DESD) is not seen after stroke, but 
some patients have voluntary sphincter contractions during involun- 
tary detrusor contractions (type 3 overactive bladder (OAB), formerly 
termed pseudo-dyssynergia) (Fig. 13.2). This should not be misinter- 
preted as DESD as it is a conscious or subconscious attempt to suppress 
involuntary micturition. Some patients have detrusor hyperreflexia 
and impaired detrusor contractility (Fig. 13.3). Others have detrusor 
hyperreflexia and low bladder compliance (Fig. 13.4). Of course, detru- 
sor hyperreflexia after stroke may be associated with pre-morbid condi- 
tions such as prostatic obstruction and sphincteric incontinence, not 
pictured here. Prostatic obstruction and stroke pose a difficult thera- 
peutic dilemma. Inexplicably, as many as 25% of patients develop uri- 
nary retention due to detrusor areflexia in the immediate period after 
stroke, but this usually subsides over time. 

Borrie and associates studied 151 patients with CVA in a 1-year period. 
Seventeen percent had pre-existing urinary incontinence. At 1, 4, and 12 
weeks post-stroke, 60%, 42%, and 29% of the survivors, respectively, 
were incontinent. Cystometry was performed in those with moderate or 
severe urinary incontinence and involuntary detrusor contractions were 
present in 85% of those who had been continent prior to their stroke. 
Factors associated with urinary incontinence at 4 weeks were moder- 
ate or severe motor deficit, impaired mobility, and mental impairment. 
Badlani and associates reported urodynamic findings in CVA patients. 
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Detrusor hyperreflexia was present in 46%, areflexia was present in 
20%, and the rest were found to have a normal urodynamic evaluation. 


Parkinson’s disease 


Parkinson’s disease is one of the most common neurologic entities caus- 
ing voiding dysfunction. It affects men and women equally, mainly in 
the sixth and seventh decades of life. The usual clinical findings (tremor, 
bradykinesia, and muscular rigidity) are thought to be caused by a dopa- 
mine deficiency in the substantial nigra. Voiding dysfunction has been 
reported in 35-75% of patients. Urinary urgency, frequency, and urge 
incontinence are the predominant symptoms, the remainder generally 
have obstructive symptoms consisting of hesitancy, incomplete empty- 
ing, or urinary retention. 

The majority of patients with Parkinson’s disease have detrusor 
hyperreflexia. If the patient senses the involuntary detrusor contraction, 
he or she may voluntarily contract the sphincter in an attempt at main- 
taining continence (Fig. 13.5). This voluntary contraction of the exter- 
nal sphincter was termed “pseudo-dyssynergia” in the older literature 
and type 3 OAB in our current classification system. Another common 
urodynamic finding is a delay in the relaxation of the external sphincter 
at the onset of voluntary micturition. This finding, which may mimic 
DESD, has been termed “sphincter bradykinesia” and is a characteristic 
of patients with Parkinson’s disease who have generalized skeletal mus- 
cle rigidity. Sphincter bradykinesia can be seen on fluoroscopy, sphinc- 
ter electromyography (EMG), or with simultaneous measurement of the 
urethral pressure at the level of the external urethral sphincter. Prostatic 
obstruction is not uncommon in men with Parkinson’s disease and may 
be associated with sphincter bradykinesia (Fig. 13.6). It poses the same 
therapeutic dilemma as discussed above in those with stroke. In the gen- 
eral population, the estimated risk of incontinence after prostatectomy 
is estimated at approximately 2% or less. However, the risk of incon- 
tinence after prostatectomy in a Parkinsonian patient is approximately 
20% or more. Post-prostatectomy incontinence in the Parkinsonian is 
generally not due to iatrogenic injury to the sphincter; rather it is almost 
always caused by detrusor hyperreflexia. 

A less common urodynamic finding in the patient with Parkinson’s 
disease is impaired detrusor contractility (Fig. 13.7). Detrusor areflexia 
is relatively uncommon in Parkinson’s disease and may be the manifes- 
tation of widespread neurologic dysfunction, as is seen in multi-system 
atrophy syndromes of which the Shy—Drager syndrome is most well 
known to urologists (see Fig. 13.8). 


Multi-system atrophy 


The term multiple system atrophy has been applied to a number of dis- 
ease entities, which have a common pathologic expression of neuronal 
atrophy. The Shy—Drager syndrome is but one manifestation of multiple 
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system atrophy. The variability of the pathologic presentations includes 
Parkinsonism, cerebellar ataxia, and autonomic failure. Disturbances of 
continence and micturition and erectile impotence invariably accompany 
the other neurologic changes in the Shy-Drager syndrome and may be 
the presenting symptom. 

Urethral sphincter EMG, using needle electrodes and oscilloscopic 
monitoring, is valuable in differentiating between multiple system 
atrophy and Parkinson’s disease. Patients with multiple system atro- 
phy have marked abnormalities of their striated urethral sphincter 
EMG, while Parkinsonian patients do not. The EMG abnormalities are 
due to degeneration of Onuf’s nucleus that results in denervation of the 
striated urethral and anal sphincter. 

Berger and associates compared the urodynamic findings in 29 
patients with Parkinson’s disease and nine patients with the Shy- 
Drager syndrome. All patients with Parkinson’s disease exhibited detru- 
sor contractions during the urodynamic study and all had normal filling 
pressures; 90% had detrusor hyperreflexia. Among the patients with 
Shy—-Drager syndrome, 67% had detrusor areflexia, 33% had detrusor 
hyperreflexia, and 45% had low bladder compliance (Fig. 13.9). In most 
patients with Shy—Drager syndrome who had a voiding cystourethro- 
gram, an open bladder neck at rest was also demonstrated, indicating 
sympathetic denervation. The EMG of the external sphincter showed 
some form of lower motor neuron lesions in all the Shy—Drager patients 
and in none of the Parkinson’s. In the latter group, the sphincter EMG 
was normal in 39% and showed involuntary sphincter activity in 61%. 
A typical urodynamic study in a patient with Shy—-Drager syndrome is 
seen in Figure 13.8. 


Other intracranial diseases 


Lower urinary tract dysfunction and abnormal urodynamic findings may 
be associated with intracranial diseases including Huntington’s chorea, 
cerebellar ataxia, cerebral palsy, hereditary ataxias, and cerebral aneu- 
rysms. As a general rule, detrusor behavior has been demonstrated to 
be hyperreflexia with coordinated sphincter function. Discussed below 
are the urodynamic manifestations of some of the more common intra- 
cranial neurologic diseases. 


Traumatic brain injury 


Traumatic brain injury is the most common form of severe neurologic 
impairment as a result of trauma. Severe head injuries occur in approxi- 
mately 50,000-75,000 people per year in the United States. With lesions 
above the pontine micturition center, especially those involving the 
frontal lobes, uninhibited detrusor contractions are the most frequent 
form of bladder dysfunction. Even though incontinence is a major prob- 
lem, post-void residual urines are rarely elevated. In a few patients with 
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more isolated brain stem injuries who have involvement below the 
pontine micturition center, detrusor-sphincter dyssynergia may occur. 


Dementia 


Dementia is a diffuse deterioration in intellectual function manifested 
principally by memory deficits and changes in conduct. Possible etiolo- 
gies include “aging”, occult head injury, encephalitis, pre-senile demen- 
tia (Alzheimer’s, Pick’s, and Jakob—Creutzfeldt disease}, normal pressure 
or communicating hydrocephalus, and neurosyphilis. The mechanism 
of neurogenic bladder dysfunction in these diseases has not been identi- 
fied, in part due to the difficulty in differentiating the possible effects 
of the underlying organic disease on specific cerebro-cortical areas 
from depression or inattention to personal hygiene. The most common 
urodynamic finding is detrusor hyperreflexia. 


Mental retardation 


Urinary incontinence and nocturnal enuresis are more commonly 
reported in mentally retarded people than in the normal population. Our 
knowledge of the cause and characteristic of urinary disorders in the 
mentally retarded is limited. Hellstrom and associates studied a group 
of 21 mentally retarded patients with long-standing urinary symptoms. 
It was possible to perform the urodynamic examination in all cases. 
Thirteen patients voided during the study. The most common abnormal- 
ities were detrusor areflexia in nine patients and detrusor hyperreflexia 
in eight patients. The findings were essentially normal in four cases. 


Comatose patients 


Wyndaele studied 135 patients with various degrees of coma, and found 
involuntary detrusor contractions with complete micturition in 76% of 
patients when the indwelling catheter was removed. With pharmacologic 
intervention and intermittent catheterization, the remaining 24% started 
to urinate within 1 week. Most patients in acute and prolonged coma have 
spontaneous, involuntary micturition without dyssynergic sphincter. 
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Fig. 13.1 Detrusor hyperreflexia (type 4 detrusor overactivity) due to CVA. LM is a 66-year-old man 3 years after CVA 
that left him with left hemiparesis and incontinence. (A) Urodynamic tracing. FSF (first sensation of filling) = 155ml; 
lst urge and severe urge = 243ml. During bladder filling there was a spontaneous involuntary detrusor contraction 

at a volume of 240ml. He perceived the contraction as urge, but was not able to contract his sphincter and he voided 
involuntarily. After the detrusor contraction had almost abated, when the bladder was almost empty, there was an 
involuntary sphincter contraction that obstructed the urethra and caused a momentary rise in detrusor pressure 
(arrow). The detrusor contraction continued and the remaining bladder urine was voided with a flow of only about 
lml/s. Pdet/Q study Qmax = 13ml, Pdet@Qmax = 46cmH,O (vertical dotted line), and Pdetmax = 77 cmH,O. This 
corresponds to a Schafer grade 2, which is not considered to be urethral obstruction. Voided volume = 243 ml and post- 
void residual = Oml. (B) X-ray obtained near the end of micturition shows a normal caliber bulbar urethra. The prostatic 
urethra seems narrowed, but was wide open on earlier views that are not reproduced here. The bladder has an irregular 
contour consistent with coarse trabeculations. 
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Fig. 13.2 Detrusor hyperreflexia (type 3 OAB) due to CVA mimicking DESD. CB is a 68-year-old hemiparetic woman 
due to stroke suffered 2 years earlier. She has no cognitive deficits. Her chief complaint is “I have to go many times 
during the day but I get there in time; at night, I don’t get there in time.” A 24-hour voiding diary showed a voided 
volume = 2,453 ml/15 voids, daytime = 1,403 ml/12 voids, and nighttime = 1,050ml/3 voids. Maximum voided 
volume = 330ml. NPI = 43. She described one urge incontinence episode. Pad test showed 160g urine loss. 

[A] Urodynamic tracing. FSF (first sensation of filling) = 55ml, 1st urge = 119ml, and severe urge = 182ml. At 
the shaded oval, there is a sudden (artifactual) fall in Pabd that causes a rise in Pdet. There was a spontaneous 
involuntary detrusor contraction at a volume of 184ml. She contracted her sphincter repeatedly in an attempt to 
prevent incontinence, but each time the sphincter fatigued, she voided involuntarily (arrows). Qmax = 9ml/s, Pdet@ 


Qmax = 28cmH,O, Pdetmax = 34cmH),O, voided volume = 130.4ml, and post-void residual = 64 ml. (B) X-ray obtained 
at Qmax (Vertical dotted line on urodynamic tracing) shows a normal urethra. The arrows point to the urethral catheter. 


The radiographic contrast seen distal to the bend in the catheter is urine that has been trapped in the vagina. 
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Fig. 13.3 Detrusor hyperreflexia and impaired detrusor contractility associated with CVA. IM is an 82-year-old man who 
is 4 months status post CVA that resulted in right hemiparesis. There are no cognitive deficits. He complains of urinary 
frequency, urgency, urge incontinence, and soaks through large pads day and night. (A) Urodynamic study. FSF = 120ml, 
lst urge = 228ml, and severe urge = 257ml. At a bladder volume of 269ml there was an involuntary detrusor contraction. 
He perceived the contraction as urge. He contracted his sphincter and temporarily prevented incontinence, but the 
detrusor contraction continued and after a short time, he voided involuntarily. Note that there is a disparity between 

the EMG tracing and pressure flow curves. One would expect that when the EMG becomes silent just after the detrusor 
contraction occurred, Pdet would fall and voiding ensue. Further, the EMG activity is increased throughout the detrusor 
contraction, but there appears to be no correlation between the increased EMG activity, uroflow, detrusor pressure, and 
the radiographic appearance of the urethra. When such a disparity exists, we believe that the EMG is artifact. Qmax = 6ml/ 
s, Pdet@Qmax = 20cmH,O, and Pdetmax = 26cmH),O. According to the Schafer nomogram, this represents a very weak 
bladder without urethral obstruction. Voided volume = 171ml; PVR = 101ml. (B) X-ray obtained with about 50ml in the 
bladder. (C) X-ray obtained during voiding at Qmax shows poor visualization of the prostatic urethra, but the bulbar and 
anterior urethra are well seen. 
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Fig. 13.3 (continued) (D) X-ray obtained toward the end of 
micturition. The prostatic urethra is visualized better and a 
bladder diverticulum is apparent (arrow). 
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Fig. 13.4 Detrusor hyperreflexia versus low bladder compliance after CVA. CC is a 79-year-old woman 1 year status post 
CVA with residual right hemiparesis; 10 years prior she underwent resection of a brain stem meningioma. She complains 
of urinary frequency, urgency, urge incontinence, and nocturia every hour. (A) Urodynamic tracing. FSF = 291 ml, 

lst urge = 334ml, and severe urge = 402ml. At the arrow, she contracted her sphincter in an attempt to prevent 
incontinence, but once she relaxed, she voided involuntarily (vertical dotted line). Once she developed the severe urge, 
bladder filling was stopped and detrusor pressure declined, but it is not possible to determine from the tracing whether 
this “voiding” was due to a low magnitude detrusor contraction or low bladder compliance. The vesical and abdominal 
tracings are difficult to interpret because of multiple rectal contractions. The three black thick horizontal lines on 

the pressure tracings are intended to visually make it clearer that the gradual rise in vesical pressure is mostly due to 
increasing detrusor pressure, since there is also a gradual rise in Pabd and also some rectal contractions that make the 
Pdet tracing difficult to evaluate. 


159 


ATLAS OF URODYNAMICS 


(B) 
(£ 


Fig. 13.4 (continued) If one considers Pves to approximate Pdet, bladder compliance is low {11 m1/cmH,O). Unintubated 
uroflow: Qmax = 11ml/s, voided volume: 127 ml, pattern: descending slope, and PVR = 20ml. Pressure/flow study: 
Qmax = 7ml, Pdet@Q ya. = 7cmH,O, Pdetmax = 16cmH,O, voided volume = 126ml, and PVR = 380ml. (B) X- 

ray exposed with 350ml in the bladder, at the arrow on the urodynamic tracing, shows an open vesical neck. (C) 
Unintubated uroflow immediately after urodynamic study. Qmax = 11ml/s, voided volume = 127ml, and PVR = 20ml. 
Comment: This study nicely demonstrates the conundrums that derive when there is a disparity between the clinical 
and urodynamic findings. CC’s history is classic for detrusor hyperreflexia secondary to stroke, but the urodynamic 
study showed a relatively large capacity bladder, an open bladder neck at rest, and possibly, low bladder compliance, 
but no involuntary detrusor contractions. These findings suggest a thoracolumbar neurologic lesion. Further, during 
the urodynamic study, her uroflow was very low and PVR was over 350ml. After the study, though, she voided with a 
near normal uroflow and low PVR. To compound things further, her nocturia was proven to be mostly due to nocturnal 
polyuria. None of these findings explain her OAB symptoms. Treatment comprised behavior modification and late 
afternoon diuretics for the nocturnal polyuria. 
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Fig. 13.5 Detrusor hyperreflexia 
and “pseudo-dyssynergia” (type 3 
OAB) in a woman with Parkinson’s 
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Involuntary detrusor contraction — 


disease. GK is a 70-year-old 
woman: “I wanted to know if I’m a 
candidate for the tension free vaginal 
tape (TVT) operation .. . I need 
something, because I’m always in 
the bathroom, because I have to go 
back to urinate .. . I have pressure, 
most of the time.” She voids about 
10-12 times a day. “I never really 
make 2 hours in between, because 
I feel like I have to go. If I don’t 


~ Trying to hold 


go, I can have an accident. I wear 


a heavy sanitary napkin, which is 
usually damp; leakage is not one of 
my main problems, but the urge is, 
and I think about it all the time.” (A) 
Urodynamic tracing. She perceived 
an urge to void at about 50ml and 
began to contract her sphincter to 
try to prevent incontinence (arrow). 
Bladder filling was continued and 

at a volume of 110ml she had an 
involuntary detrusor contraction 
and voided to completion. Her flow 
curve begins as a slow rise, then 
there is a sudden rise in flow, and 
then a gradual decline again, but 
throughout this detrusor pressure 
remains nearly constant. The only 
explanation for this is a sudden 
relaxation of her sphincter, yet the 
EMG activity appears to increase 
during the increased flow; this must 
be an artifact (see inset). Later on 
there is another involuntary detrusor 
contract and she again contracts 

her sphincter to try to prevent 
incontinence but the sphincter 
contraction is ineffective and she 
leaks. (B) Enlarged view of the area of 
interest. 


(B) 


High flow as sphincter relaxes 


Start of detrusor contraction 


Artifactual increased EMG 
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Fig. 13.5 (continued) (C) X-ray obtained during voiding at 
Q max (Shaded oval in (A)) shows a normal urethra. 


Involuntary detrusor 
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Fig. 13.6 Sphincter bradykinesia and grade 5 prostatic urethral obstruction in a 65-year-old man with Parkinson’s 
disease. TZ has had Parkinson’s disease for about 12 years. He complains of urge incontinence most days (mostly when 
he’s frozen, but he keeps urinary bottles everywhere at home because he won't be able to make it in time). He ordinarily 
voids more than once an hour during the day and has nocturia about every 1-2 hours at night. He wears absorbent 

pads most days, and he changes them 2+ times per day and they are wet. His American Urological Association (AUA) 
symptom score is 20. He’s had these symptoms for several years and is treated with tamsulosin and oxybutinin, but 
doesn’t consider symptoms bad enough to require further interventions. (A) Urodynamic tracing. FSF = 177ml, 1st 

urge = 194ml, and severe urge = 277ml. During bladder filling there was a spontaneous involuntary detrusor contraction 
at a volume of 277ml, but little change in EMG activity. This is characteristic of sphincter bradykinesia. Qmax = 4.8ml/ 
s, Pdet@Qmax = 95cmH,O, Pdetmax = 116cmH,0O, voided volume = 275ml, and post-void residual = 30ml. This 
corresponds to a Schafer grade 5 urethral obstruction. 
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Fig. 13.6 (continued) (B) X-ray obtained at Qmax shows 
a narrowed prostatic urethra consistent with prostatic 
obstruction (arrows). 

Comment: Theoretically, a patient like this should 
do well after surgery to relieve the prostatic obstruction 
because he appears to have good voluntary control of 
his sphincter and can abort the involuntary detrusor 
contraction and prevent incontinence. In practice, though, 
the results are not as good in our experience. In many 
patients there is initial success, but as the Parkinson’s 
disease progresses, they develop urge incontinence due to 
refractory detrusor overactivity. 
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Fig. 13.7 Impaired detrusor contractility in a 74-year-old man with Parkinson’s disease. MD is a 74-year-old man with 
Parkinson’s disease. He underwent transurethral resection of the prostate (TURP) 12 years prior. His chief complaint 

is feeling of incomplete bladder emptying, weak stream, and hesitancy. He ordinarily voids more than once an hour 
during the day and has nocturia about every 1-2 hours at night. His American Urological Association (AUA) symptom 
score is 24. Despite the severity of his symptoms, he did not consider them to be a problem and declined treatment. (A) 
Urodynamic tracing. FSF = not felt, 1st urge = 106ml, and severe urge = 265ml. Bladder capacity was 553ml. There 
were no involuntary detrusor contractions. Once he perceived a strong urge to void, he attempted micturition. At 

first there were sporadic increases in EMG activity, but eventually he appeared to relax his sphincter and had a long, 
undulating detrusor contraction and eventually voided with a weak flow. Qmax = 3ml/s and Pdet@Q max = 30cmH,O 
(vertical line on urodynamic tracing). 
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Fig. 13.7 (continued) This corresponds to a very weak detrusor contraction on the Schafer nomogram. Voided 

volume = 220ml and PVR = 325ml. After removal of the urodynamic catheter, he voided again, also with a very low 
flow (arrow), but subsequently an unintubated uroflow showed: Qmax = 10ml/s, voided volume =148 ml, 

pattern: prolonged, and PVR = Oml. (B) X-ray exposed with 50ml in the bladder shows a TURP defect (contrast in the 
entire prostatic urethra) (arrows). (C) With further bladder filling, contrast is seen all the way down to the verumontanum 
(arrow). (D) X-ray exposed at Qmax (vertical dotted line on urodynamic tracing) shows a dilated prostatic urethra and a 
narrowed membranous and bulbar urethra (arrows). In the setting of impaired detrusor contractility, it is not possible to 
determine whether this represents urethral obstruction, unless a micturitional pressure profile is done. From a radiologic 
view, this is the classic appearance of DESD. 
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Fig. 13.9 X-ray shows an open bladder neck with 175ml at 
the bladder (arrows). 
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Despite the logic that would dictate otherwise, the correlation between 
the anatomic pattern of neurologic pathology and underlying patho- 
physiology is too unreliable to permit diagnosis and treatment of neu- 
rogenic bladder without urodynamic testing [1,2]. Urodynamic patterns 
in neurogenic bladder have been described in Chapter 12, Neurogenic 
Bladder. Herein, we discuss three specific neurologic disorders, all of 
which can result in similar urodynamic abnormalities. 


Spinal cord injury 


Spinal cord injury (SCI) has a prevalence of 2.3/100,000 populations in the 
USA. Historically, urologic complications were the main cause of death, 
but with modern treatment of SCI, life expectancy is nearly normal. The 
recognition that high detrusor pressures are the major cause of urologic 
complications is a key reason for the improved survival. Life-long uro- 
logic surveillance is a central component to the care of the SCI patient. 

The clinical course of SCI begins with spinal shock, which is fol- 
lowed by a recovery phase, and a final phase during which there are no 
further neurologic changes. 


Spinal shock 


Immediately after SCI, there is usually a period of spinal shock during 
which there is a flaccid paralysis and absence of reflex activity below 
the level of the lesion with the single exception of the bulbocavernosus 
reflex which usually remains intact. The duration of spinal shock is 
very variable. In most instances, reflex detrusor activity reappears after 
2-12 weeks, but in some cases it may not return for as long as 6-12 
months. During the period of spinal shock the bladder is areflexic and 
the patient develops urinary retention. Urodynamic evaluation is gen- 
erally not necessary at this stage and optimal management is intermit- 
tent catheterization. 


Recovery stage 


The recovery stage is heralded by the return of reflex activity. Although 
the level of the neurologic lesion cannot predict the pathophysiology 
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with certainty, most patients after cervical and/or thoracic injury develop 
detrusor hyperreflexia and most of these have detrusor-external sphinc- 
ter dyssynergia (DESD). The pattern after lumbar injuries is quite vari- 
able, but most patients after sacral injuries develop detrusor areflexia. 
Occasionally patients with cervical or thoracic lesions develop detrusor 
areflexia. Some of these patients have occult secondary lower motor 
neuron lesions, but in others the cause is never found. Urodynamic 
studies are useful at this stage, particularly if high detrusor pressures 
are found as that may influence treatment. 


Stable phase 


Once there is no longer any sign of any neurologic recovery, a fairly 
stable urodynamic pattern ensues. However, even at this stage, over 
time a number of other conditions may emerge which require spe- 
cific treatment depending upon the underlying cause. It is for this rea- 
son that a lifetime of urologic surveillance is necessary. For example, 
patients with detrusor areflexia may over the course of time, develop 
low bladder compliance and those with DESD may develop secondary 
bladder neck or prostatic obstruction. Treatment is dependent upon an 
accurate urodynamic assessment. Of particular importance is uncover- 
ing urodynamic risk factors, which, without proper treatment, lead to 
significant upper tract complications including hydronephrosis, vesico- 
ureteral reflux, stones, infection and, ultimately, renal failure. These 
risk factors include low bladder compliance, DESD, and severe bladder 
outlet obstruction. 

The most common urodynamic finding in suprasacral SCI is DESD 
(Figs. 14.1-14.3). In thoracolumbar lesions, the effect on micturition is 
variable (Figs. 14.4 and 14.5). 


Autonomic dysreflexia 


Autonomic dysreflexia is an exaggerated sympathetic neural response 
to afferent stimulation that is unique to patients with spinal injury 
above the level of the level of sympathetic outflow (approximately 
T6). The symptoms include headache, sweating, flushing, sudden and 
severe hypertension, and reflex bradycardia. Bladder or bowel disten- 
sion is the most common precipitating event but a number of other 
noxious stimuli may precipitate the condition including urinary tract 
infection, bladder stones, bedsores, ingrown toenails, osteomyelitis, 
and even micturition itself (particularly in patients with bladder neck 
obstruction). Any of these conditions may cause sympathetic dis- 
charges, which causes reflex vasoconstriction. This results in systemic 
hypertension. The carotid body senses the rise in blood pressure and 
reflex vagal discharge causes vasodilation and bradycardia as part of 
the normal homeostatic mechanism to lower blood pressure. However, 
if the neural signal cannot traverse the SCI, vasoconstriction persists 
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below the level of the neurologic lesion and the hypertension persists 
because compensatory this mechanisms are ineffective. Vasodilation 
above the level of the lesion results in profuse sweating, flushing, and 
“goose bumps.” Immediate treatment is necessary to remove the nox- 
ious stimulus. 

Most patients with autonomic dysreflexia know exactly what trig- 
gers it and they usually develop a prodrome several minutes to several 
seconds before the onset of clinical symptoms. Moreover, the symp- 
toms usually subside within seconds to minutes after removing the 
precipitating cause (in this instance it is usually the full bladder that 
causes symptoms; emptying the bladder results in cessation of the 
dysreflexia). Thus, it is possible in most instances to complete the urody- 
namic investigation without subjecting the patient to severe symptoms. 
Patients whose injury is at or above T6 level and those with a history 
of autonomic dysreflexia should have their blood pressure monitored 
during lower urinary tract instrumentation. Emergency medica- 
tion should be available if autonomic dysreflexia persists after emp- 
tying the bladder and removing the catheters such as nifedipine 
10mg sublingually, chlorpromazine 1mg IV, and phentolamine 5mg 
IV may be needed to abort a life-threatening autonomic dysreflexia 
episode. If during bladder filling or manipulation the patient com- 
plains of dysreflexia symptoms and the blood pressure is danger- 
ously high, the bladder should be emptied immediately. If the patient 
does not state that the symptoms are subsiding within about 30-60 
seconds, the catheters should be removed and if there is still no 
response, one of the above medications should be administered. If emp- 
tying the bladder is effective, it is possible to resume the urodynamic 
study at a slow filling rate, monitoring the patient carefully. 


Multiple sclerosis 


Multiple sclerosis is caused by focal inflammatory and demyelinating 
lesions scattered throughout the nervous system. This leads to a wide 
variety of neurologic signs and symptoms. The incidence is approxi- 
mately 10 new cases per 100,000 people between the ages of 20 and 50 
years in the USA, but there are wide regional variations. MS is more 
common in women than men and usually begins between the second 
and fifth decade of life. In approximately 60% of the patients, the dis- 
ease is manifest by exacerbations and remissions. The clinical course is 
described as acute, progressive, chronic, and benign. 

Some type of bladder dysfunction is seen in nearly all patients during 
the course of their disease. As with the other conditions in this chap- 
ter, there is generally a rather poor correlation between the patient’s 
urologic symptoms, neurologic abnormalities, and urodynamic find- 
ings. Even patients without overt urologic symptoms can have under- 
lying urologic pathology. 

Both voiding symptoms and urodynamic findings may change over 
the course of time. Wheeler and coworkers noted that 55% of patients 


168 


SCI, MS, AND DIABETES MELLITUS 


had different urodynamic findings after repeat examination. Blaivas 
and associates found 15% of patients had markedly different urody- 
namic findings upon repeat studies. The most important conditions 
which predispose patients with MS to grave urologic complications are: 
(1) detrusor-external sphincter dyssynergia in men; (2) low bladder 
compliance and high detrusor filling pressure (>40cmH,O); and 
(3) presence of an indwelling catheter. 

The most common urodynamic pattern in MS is detrusor hyperre- 
flexia, which occurs in 50-99% of patients (Fig. 14.6). In up to 50% of 
patients with detrusor hyperreflexia DESD is also documented (Figs. 
14.7-14.9). Detrusor areflexia and/or impaired detrusor contractility, 
is seen in 20-30% of cases (Fig. 14.10). Unfortunately, while strain- 
ing increases intraabdominal and intravesical pressure, many patients 
are unable to relax the external sphincter and this causes a functional 
obstruction which results in incomplete voiding or complete urinary 
retention. 


Diabetic neurogenic bladder 


The prevalence of diabetes mellitus is estimated to be 1-2% of the pop- 
ulation of the USA, or 1,000-2,000 per 100,000 populations. Autonomic 
neuropathy is common and it has been proposed that such neuropathy 
is a major cause of lower urinary tract symptoms (LUTS). However, 
coexisting urologic conditions, such as benign prostatic hyperplasia 
(BPH), overactive bladder (OAB), and stress incontinence may also cause 
symptoms. 

Diabetic cystopathy is characterized by decreased bladder sensa- 
tion that leads to increasing intervoiding intervals which, in turn, 
causes increased bladder capacity. The bladder eventually becomes 
overstretched causing impaired detrusor contractility, culminating in 
detrusor areflexia, and incomplete bladder emptying (Fig 14.11). It is 
thought that the primary pathologic process causing the neuropathy is 
a metabolic derangement of the Schwann cell that results in segmental 
demyelinization and impairment of nerve conduction. 

For many years, it was thought that diabetic cystopathy was the most 
common finding in patients with diabetes mellitus [3,4]. In Frimodt- 
Moller’s study, 25-50% of unselected patients with diabetes mellitus 
had evidence of diabetic cystopathy and in routine urodynamic studies 
of unselected diabetic patients, diabetic cystopathy has been reported 
to occur in 27-85%, but our study does not support that data. 

However, other studies have shown detrusor overactivity to be much 
more common. In one study, of 182 patients with diabetes mellitus 
who underwent urodynamic study because of LUTS, 55% had detrusor 
overactivity, 23% had impaired detrusor contractility, 11% had inde- 
terminate findings, 10% had detrusor areflexia, and 1% was normal. 
Bladder outlet obstruction occurred in 36%, all of who were men [2]. 
Figure 14.12 depicts a type 1 diabetic man with detrusor hyperreflexia 
and prostatic urethral obstruction. 
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Fig. 14.1 (A) DESD. This is a classic urodynamic tracing of DESD - an involuntary contraction of the striated sphincter 
that precedes and continues throughout the involuntary detrusor contraction. The increased electromyography (EMG) 
activity (arrow), that proxies for the sphincter contraction, begins long before the onset of the involuntary detrusor 
contraction. The flat line at the peak of the Pves and Pdet tracings is caused by a preset computer cutoff than can be 
switched on or off. Actual Pdetmax=115cmH,O. The bladder volume at which the detrusor contraction occurred in 
this patient (1,000 ml) is unusual. Most patients with DESD have a much smaller bladder capacity. (B) X-ray obtained 
at Pdetmax shows the classic picture of DESD —- complete obstruction at the membranous urethra (arrows) and a 
trabeculated bladder, described as a “Christmas tree” shaped bladder. 
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Fig. 14.2 DESD and mild bladder neck obstruction. CP is a 67-year-old male paraplegic caused by an arteriovenous 
malformation at T6. (A) Urodynamic tracing. Note that the increase in EMG activity occurs just prior to the onset of 
the detrusor contraction. (B) The prostatic urethra is dilated and completely obstructed at the membranous urethra by 
the involuntary sphincter contraction (white arrows). In addition, though, there is narrowing of the bladder neck and 
proximal urethra (black arrows) suggestive of secondary bladder neck or prostatic obstruction. 


172 


SCI, MS, AND DIABETES MELLITUS 


. -ah4--r+-0 EA + eI 


(B) 


Fig. 14.3 DESD and bladder neck obstruction in a 17-year-old paraplegic woman due to a traumatic incomplete T7 SCI 
suffered in a motor vehicle accident 4 years earlier. She had been treated with intermittent self-catheterization but had 
incontinence refractory to anticholinergics. (A) Urodynamic tracing. At a bladder volume of 125ml, there is a sustained 
involuntary detrusor contraction (Pdetmax = 90cmH,O). During the detrusor contraction, there is a marked increase in 
EMG activity consistent with a diagnosis of DESD. However, the increased EMG activity occurs long after the onset of 
the detrusor contraction. This is not typical. Usually, in DESD, the increased EMG activity occurs before or synchronous 
with the detrusor contraction. This may be an artifact when surface EMG electrodes are used instead of needle 
electrodes. There are three types of DESD associated with increasingly complete neurologic lesions. Type 1 is where 

the EMG is active for the first part of the involuntary detrusor contraction, then quiets after reaching peak detrusor 
pressure. In type 2 DESD, there is sporadic EMG activity throughout the detrusor contraction. In type 3 DESD, the EMG 
is continuously active (in a crescendo—decrescendo pattern) throughout the contraction, constituting the most dangerous 
variety of DESD associated with the highest detrusor pressures. (B) X-ray exposed at Pdetmax shows no contrast at all in 
the urethra. The likeliest cause is synchronous bladder neck obstruction and DESD. It is possible, albeit unproven, that 
in this patient the striated urethral musculature extends all the way to the vesical neck. 
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Fig. 14.4 Detrusor areflexia in a 22-year-old paraplegic man. He sustained a T12 (level) incomplete SCI in an auto- 
accident 6 years previously. He was initially treated with intermittent self-catheterization, but discontinued it about 
4 years ago when he began to void (only by straining). On examination, anal sphincter tone and control are absent and 
the bulbocavernosus reflex is absent, but perianal sensation is intact. (A) Urodynamic tracing. FSF (first sensation of 
filling)=431 ml, first and severe urge=518ml. He was asked to void but was unable to generate a detrusor contraction. 
(B) X-ray obtained at bladder capacity shows a closed vesical neck (arrows). 
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Fig. 14.4 (continued) (C) Repeat urodynamic tracing 1 year later again shows an areflexic bladder, but this time he is 
asked to void in his usual fashion and he strains to vesical pressures of nearly 200cmH,0. He voided with a strong 
stream, but uroflow was not measured as he was supine. During voiding there are artifactual increases in Pdet (see Fig. 
14.4(D)). The EMG tracing was not used in this study. (D) The artifactual rise in detrusor pressure is likely due to a 
phenomenon called damping, presumably due to tiny air bubbles in the Pabd tubing or transducer. The net effect is that 
the spikes of pressure are not fully recorded. This is evident in the shaded ovals that show a flattened appearance in the 
Pabd tracing compared to the spikes in the Pves tracing. The net effect is that the Pabd pressure is artifactually lower 
than Pves resulting in an artifactual increase in Pdet. At the arrow, the Pabd catheter begins to slip out of the rectum. 
Once this happens, Pabd is no longer recorded and Pdet is (artifactually) equal to Pves. 
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Fig. 14.4 (continued) (E) During voiding, the bladder neck 
opens (arrows). 
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Fig. 14.5 Detrusor areflexia, low bladder compliance, and open 
bladder neck at rest associated with a T10-11 spinal fracture 

suffered 5 years prior to this study. The patient was a 41-year-old 
paraplegic male who had been treated with a Foley catheter. Renal 
ultrasound showed bilateral hydronephrosis and cortical atrophy. 
The hydronephrosis resolved and his kidneys have stabilized over the 
ensuing decade once he was started on intermittent catheterization. 
(A) Urodynamic tracing. During bladder filling, there is a steep rise in 
detrusor pressure and when filling is stopped, Pdet falls showing that 


ey z ag i this is due to low bladder compliance and not a detrusor contraction. 
vInFn urnoennn i A O The sporadic bursts of EMG activity are movement artifacts as each 
NE burst is accompanied by an increase in Pabd and Pves. (B) X-ray shows 
(B) an open bladder neck (arrows). 
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Fig. 14.6 Detrusor hyperreflexia (type 4 OAB) in 48-year-old woman diagnosed with MS 12 years previously. Her 

chief complaint is urge incontinence and she has been on intermittent self-catheterization for the last 10 years. 

(A) Urodynamic tracing. FSF = 229ml, lst urge = 305ml, and severe urge = 363 ml synchronous with an involuntary 
detrusor contraction (arrow). She was unable to contract her sphincter and voided uncontrollably. The EMG tracing was 
not working properly; the tracing is all artifact. Qua, = 6ml, Pdet@Q,,,, = 43cmH,O, Pdetmax = 44cmH,O, voided 
volume = 113ml, and PVR = 271ml. This documents grade 1 urethral obstructi on the Blaivas grouty Nomogram. 

(B) X-ray obtained at Qmax shows a reasonably normal configuration of the urethra. Since the distal segment is the 
narrowest portion of the urethra, and the pressure flow study documents urethral obstruction, this is consistent with 
either DESD or some other cause of distal urethral obstruction. 
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Fig. 14.7 DESD in a 53-year-old woman with chronic progressive MS. She complains of urinary frequency, urgency, 
and urge incontinence, saturating large pads on a daily basis. She was treated with intermittent catheterization and 
anticholinergics, and remained continent on that regimen. 

(A) Urodynamic tracing. During bladder filling, there is a sustained involuntary detrusor contraction at a bladder 
volume of 353ml. Increased EMG activity precedes and persists throughout the detrusor contraction (type 3 DESD], 
Qmax=5 m/s, and Pdet@Q,,,.,=75cmH,O. This corresponds to grade 2 urethral obstruction on the Blaivas grouty 
nomogram. 

(B) X-ray obtained at Qmax shows the classic picture of DESD in a woman - a dilated proximal urethra that is obstructed 
in its distal third by the contracting sphincter (black arrows). The bladder has a “Christmas tree” shape and there is a 
bladder diverticulum on the left (white arrows). 
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Fig. 14.8 DESD and prostatic/bladder neck obstruction in a 37-year-old quadriplegic man with chronic progressive 

MS of about 12 years duration. He wears diapers and has failed an empiric trial of oxybutynin, but, incredibly enough, 
has never been evaluated before. Renal ultrasound showed bilateral grade 3 hydronephrosis. (A) Urodynamic tracing. 
During bladder filling, at a volume of only about 75 ml, there is an increase in EMG activity (arrow A) followed in 
several seconds by an involuntary detrusor contraction to 150cmH),O. For the first half of the detrusor contraction there 
is no flow at all, then the sphincter relaxes and flow begins (arrow B) and then the sphincter contracts again and flow 
ceases. The examination was performed in the supine position, so uroflow was not obtained, but a dribbling stream 

was observed. (B) X-ray obtained at Pdetmax at the apex of the increased EMG activity shows no contrast in the urethra 
arrow and a heavily trabeculated bladder. The likeliest explanation is DESD and secondary bladder neck obstruction 
although from a strictly radiologic viewpoint there could be concomitant prostatic obstruction. 
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Fig. 14.9 Low bladder compliance and detrusor hyperreflexia in a 56-year-old man with chronic (slowly) progressive MS. 
His chief complaint is incontinence . . . “The biggest thing is at night. . . I fall asleep and I wake up wet.” 

(A) Urodynamic tracing. During bladder filling, there is a steep rise in Pdet that reaches 47 cmH;,0 at a bladder volume 
of 325ml. Bladder compliance = 325/47 = 6.9ml/cmH,O, Qmax = 2ml/s, and Pdet@Qmax = 68 cmH,O (vertical line). This 
corresponds to a Schafer grade 4 urethral obstruction. The EMG tracing shows little variation and is likely artifact. 

(B) X-ray obtained at Qmax shows faint visualization of a narrowed proximal urethra. These findings are consistent with 
benign prostatic urethral obstruction, but it is not possible to determine whether or not there is associated DESD on the 
basis of this tracing. 
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Fig. 14.10 Impaired detrusor contractility in a 55-year-old married woman with chronic progressive MS of 14 years 
duration. Her chief complaint is daily urinary urgency and urge incontinence. She ordinarily voids more than once 

an hour during the day and has nocturia about every 2-3 hours. After each void, she usually needs to urinate again 
within minutes. (A) Urodynamic tracing. FSF = 100ml, 1st urge = 229ml, severe urge = 365ml, and bladder capacity 
was 506ml. During bladder filling there were two problems that make the tracing difficult to interpret. Firstly, during 
coughing and straining there is unequal registration of abdominal and vesical pressure — abdominal pressure rises 
more than vesical pressure. Secondly, there are multiple rectal contractions (small arrows). The net effect is artifactual 
decreases in detrusor pressure and an irregular detrusor pressure tracing. At the vertical line there is a low magnitude 
voluntary detrusor contraction and low flow. Pdet/Q study: Qmax = 1ml, Pdet@Q,,,, = 11cmH,O, Pdetmax = 
13cmH,O, voided volume = 16ml, and PVR = 490ml. The low flow accompanied by low detrusor pressure indicates 
impaired detrusor contractility. (B) Unintubated flow: VOID: 14/347/201. 
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Fig. 14.11 End stage diabetic cystopathy in a 68-year-old type 1 
diabetic man who denied LUTS until he presented with acute urinary 
retention and was catheterized for nearly 21. This urodynamic 

study was done 1 month after he was started on intermittent 
self-catheterization. (A) Urodynamic tracing. FSF = 332ml, 

lst urge=640ml, and severe urge=900 ml. Once he felt the severe 
urge he was asked to try to void, but could only push and strain. 
During straining, the sphincter EMG increased and he was unable to 
void. (B) While straining to void the bladder neck remains closed. 
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Fig. 14.12 Detrusor hyperreflexia (type 2 OAB) and grade 4 prostatic obstruction in 68-year-old juvenile onset, type 1 
diabetic man. He also has severe peripheral neuropathy. It is not possible to determine the relative contributions 

of prostatic obstruction, BPH, and diabetic neuropathy from this urodynamic study. (A) Urodynamic study. FSF 

(first sensation of filling)=70ml, 1st urge=105 ml, severe urge=240ml, and bladder capacity=504 ml. There was an 
involuntary detrusor contraction at a volume of 105ml. He perceived the contraction as an urge to void, was able 

to voluntarily interrupt the stream and was able to abort the contraction. At capacity, he had a voluntary detrusor 
contraction. Qmax=10ml/s, Pdet@Q,,.,=90cmH,O, voided volume=534ml, and PVR = 6ml. (B) X-ray obtained a Qmax 
shows a poorly visualized prostatic urethra (arrows). (C) X-ray obtained at the end of micturition. 
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Women 


Stress incontinence refers to both a symptom and a condition [1]. The 
symptom is the complaint of involuntary leakage of urine on exertion 
or on sneezing or coughing. The condition is due to either sphincter 
weakness (sphincteric incontinence} or stress induced detrusor overac- 
tivity (stress hyperreflexia). The ICS defines urodynamic stress inconti- 
nence as the involuntary leakage of urine during increases in abdominal 
pressure, in the absence of a detrusor contraction. Mixed urinary incon- 
tinence is the complaint of an involuntary leakage of urine associated 
with urgency and also with exertion, effort, sneezing or coughing [2]. 
Overall, pure stress incontinence accounts for 49%, mixed stress and 
urge incontinence (29%) and pure urge incontinence (21%) [3]. 

There are a number of theories about the pathophysiology of sphinc- 
teric incontinence. Some believe that sphincteric incontinence is due to 
unequal transmission of abdominal pressure to the bladder and urethra. 
According to this theory, the bladder neck and proximal urethra nor- 
mally occupy a high retropubic position and increased intra-abdominal 
pressure is transmitted equally to both bladder and urethra. In cases 
of sphincteric incontinence, due weakness of pelvic floor support, the 
bladder neck and urethra rotate posteriorly and descend caudally. The 
increased abdominal pressure is then transmitted greater to the bladder 
than the urethra and stress urinary incontinence ensues [4-9]. 

Others have suggested that sphincteric incontinence is due to widen- 
ing and shortening of the urethra or unequal movement of the anterior 
and posterior walls of the bladder neck and proximal urethra during 
stress (Figs. 15.1-15.3) [10-12]. The hammock theory posits that conti- 
nence is maintained because the urethra lies in a position where it can 
be compressed against a hammock-like musculofascial layer on which 
the bladder and urethra rest [13]. 

In 1998, Petros and Ulmsten published the “integral theory” of stress 
and urge incontinence [14]. According to the theory, female stress and 
urge incontinence have a common etiology. Laxity of the anterior vagi- 
nal wall causes activation of stretch receptors in the bladder neck and 
proximal urethra which can trigger an inappropriate micturition reflex. 
This can result in detrusor overactivity. 

Support of the anterior vaginal wall is provided by three separate 
mechanisms which work in conjunction. The anterior pubococcygeus 
muscle lifts the anterior vaginal wall to compress the urethra; the blad- 
der neck is closed by traction of the underlying vaginal wall in a back- 
ward and downward fashion; and the pelvic floor musculature, under 
voluntary control draws the hammock upward, closing the bladder 
neck. Overall laxity of the anterior vaginal wall causes a dissipation of 
all of these forces, and stress incontinence develops. 
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All classification systems for sphincteric incontinence are anatomic, 
based on the degree of urethral mobility during increases in abdomi- 
nal pressure [4,15-17]. According to the most recent iteration of the 
Blaivas/Green/McGuire classification [17], there are four types as 
described in Figures 15.3-15.7. 

Although we find the anatomic classifications intellectually appeal- 
ing, we believe they are too simplistic and we no longer classify patients 
according to anatomy alone. Rather, we characterize sphincteric incon- 
tinence by two parameters — the degree of urethral mobility as mea- 
sured by the Q-tip test and the vesical leak point pressure (VLPP). 

In the vast majority of women with sphincteric incontinence, the diag- 
nosis is apparent by history and physical examination. In these patients, 
urodynamic testing is designed to answer more specific and sophisti- 
cated questions than a simple yes/no with respect to sphincter function. 
The first is to measure sphincter strength (LPP) and urethral mobility 
(X-ray) during cough and strain. The second is to determine whether 
or not there is associated detrusor overactivity and, if so, whether this 
contributes to the patient’s incontinence. The third is to assess void- 
ing mechanics — urethral obstruction or impaired detrusor contractil- 
ity Figures 15.8-15.14 depict examples of videourodynamic studies of 


sphincteric incontinence that, illustrate these points. 
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Fig. 15.1 Urethral hypermobility without incontinence. There is rotational 
descent of the bladder base and urethra during cough, but no incontinence. 
Light shading: bladder and urethra at rest; dark shading: bladder and urethra 
during cough or strain; dotted line: level of pubis. 


Fig. 15.2 Urethral hypermobility with incontinence. There is downward 
descent of the bladder base and urethra during cough, the urethra widens and 
shortens and incontinence ensues. Light shading: bladder and urethra at rest; 


h dark shading: bladder and urethra during cough or strain; dotted line: level of 


e pubis. 


STRESS INCONTINENCE IN WOMEN 


Fig. 15.3 Urethral hypermobility with incontinence. There is downward 
descent of the bladder base and urethra during cough, the posterior wall of 
the urethra moves more than the anterior wall pulling the urethra open and 
incontinence ensues. Light shading: bladder and urethra at rest; dark shading: 
bladder and urethra during cough or strain; dotted line: level of pubis. 


Fig. 15.4 Type 0 SUI: The vesical neck is closed at rest and situated above 

the inferior margin of the symphysis pubis. During stress the vesical neck 

and proximal urethra open and there is rotational descent characteristic of a 
cystourethrocele, but there is no incontinence despite the fact that the patient 
complains of stress incontinence. Light shading: bladder and urethra at rest; dark 
shading: bladder and urethra during cough or strain; dotted line: level of pubis. 


Fig. 15.5 Type 1 SUI: The vesical neck is closed at rest and situated above the 
inferior margin of the symphysis. During stress the vesical neck and proximal 
urethra open and descend <2.cm and urinary incontinence is apparent during 

periods of increased abdominal pressure. There is little or no cystocele. Light 

shading: bladder and urethra at rest; dark shading: bladder and urethra during 

cough or strain, dotted line: level of pubis. 


Fig. 15.6 Type 2 SUI: The vesical neck is closed at rest and situated above 

the inferior margin of the symphysis pubis. During stress the vesical neck 

and proximal urethra open and there is rotational descent characteristic of a 
cystourethrocele. Urinary incontinence is apparent during periods of increased 
intra-abdominal pressure. Light shading: bladder and urethra at rest; dark 
shading: bladder and urethra during cough or strain; dotted line: level of pubis. 
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Fig. 15.7 Type 3 SUI: The vesical neck and proximal urethra are open at rest 
in the absence of a detrusor contraction. The proximal urethra no longer 
functions as a sphincter. There is obvious urinary leakage which may be 
gravitational in nature or associated with minimal increases in intravesical 
pressure. Light shading: bladder and urethra at rest; dark shading: bladder and 
. urethra during cough or strain; dotted line: level of pubis. 


Fig. 15.8 Stress incontinence without urethral hypermobility. This corresponds to type 1 SUI according to the Blaivas/ 
Green/McGuire classification system. FB is an 82-year-old woman who complains of mixed stress and urge incontinence. 
QtipwAs 0° > 0°. (A) Urodynamic tracing. FSF = 215, lst urge = 371 ml, severe urge = 375ml, bladder capacity = 381ml, 
and bladder compliance = 96m1/cmH,O. When she voids, there is no appreciable rise in detrusor pressure because all of 
the force of detrusor contraction is converted to uroflow. There is an inexplicable fall in Pves and Pabd during voiding. 
Pabd falls more than vesical pressure resulting in an artifactual rise in detrusor pressure. VLPP = 42cmH,0O, unintubated 
Qmax = 9ml/s, voided volume = 267ml, and post-void residual (PVR) = 32 ml. 
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Fig. 15.8 (continued) (B) X-ray exposed just prior to VLPP at a bladder volume of 270ml. Note that the bladder appears to 
have descended well below the pubis. This is an artifact because, with the patient in a sitting position, the C-arm needs to 
be tilted in order to obtain a good view of the urethra. (C) X-ray obtained at VLPP. There is contrast in the urethra without 
any urethral mobility (arrows). The bladder is still in the same position and has not descended at all during cough. 
Comment: Although her chief complaint was overactive bladder, urodynamics showed severe sphincteric incontinence 
and subsequently, her symptoms became “a nightmare” for her. In fact, a pad test showed over 100 grams of urinary 
loss but she considered this not to be a problem, probably because the large pads she wore, kept her dry. She elected 
treatment for the OAB symptoms only and was treated with a combination of anticholinergics and behavior 
modification and is pleased with the results, but diary and pad test showed only moderate improvement. 

This case underscores the importance of clinical acumen of that combines history, urodynamics, cystoscopy, diary and 
pad test and highlights the shortcomings of relying on any one aspect of the evaluation. The patient was successfully 
treated to her own level of expectation with little impact on the underlying pathophysiology and little improvement in 
measurable signs. From her perspective something got better, but nothing we could measure other than her statement 
that “I feel like I have better bladder control.” 


Fig. 15.9 Stress incontinence with 
urethral hypermobility and type 1 
OAB. This corresponds to type 2 


SUI according to the Blaivas/Green/ > ccs a gp Ee RST UL RU AT soc pT 
McGuire classification. AG is a Flow iaaa sumenna ins Daten aana in aac NTa E 
51-year-old white woman with oea : 

a chief complaint of gradually o N. 

worsening stress incontinence of 10 100 EEN 


years duration. About once or twice 
a month she soaks her clothes when 
she has been walking or does high 
impact aerobics. She wears one mini- 
pad all day which, at the end of the 
day is damp; “sometimes they're 
wetter than others”. She also gets 
urgency and urge incontinence when 
she puts the key in her door lock, but 
has learned to control this by 
voiding beforehand. (A) Urodynamic 
tracing. FSF = 10ml, Ist urge = 
251ml, severe urge = 492ml, VLLP 
= 85cmH,O, bladder capacity = 
585cmH,0. When asked to void, she 
strained a bit, but could not generate 
a detrusor contraction and was 
unable to void (shaded oval). 


Pves PEA S O OEO ee eee |e 
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Fig. 15.9 (continued) (B) X-ray exposed at VLPP shows 
rotational descent of the urethra and incontinence. 

Q-tip angle was 65°. Comment: AG has classic type 2 
stress incontinence and would likely do well after 
antiincontinence surgery, but when advised of the remote 
(B) possibility of urinary retention, elected behavioral therapy. 
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Fig. 15.10 Stress incontinence with urethral hypermobility. This corresponds to type 3 SUI according to the Blaivas/ 
Green/McGuire classification. JK is a 31-year-old woman with persistent urinary incontinence after undergoing vaginal 
wall sling 18 months previously. After surgery, her incontinence was worse. She wears pads all the time, day and night 
and changes them 4-5 times a day and they are wet when she changes them. She complains of stress incontinence when 
she coughs and sneezes and sometimes when she just walks around, picking up her children, walking up stairs, playing 
sports, etc. Q-tip = 0 > 50°. At cystoscopy the urethra was abnormal. There was a distal circumferential scar and then 

a depression and then the vesical neck. The ureteral orifices were ectopic, just inside the vesical neck. There was no 
identifiable trigone. (A) Urodynamic study. FSF = 153ml, lst urge = 193ml, severe urge = 306ml. VLPP = 34cmH,O, 
VOID: 32/246/0 Pdet/Q: Qmax = 7ml, Pdet@Qmax = 14cmH,O, Pdetmax = 15cmH),0, voided volume = 305ml, and 
PVR = Oml. 
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Fig. 15.10 (continued) (B) X-ray obtained at a bladder volume 200ml shows an open vesical neck. (C) X-ray obtained just 
prior to the completion of voiding shows a wide-open urethra and grade 1 right vesicoureteral reflux (white arrows). The 
projection of the X-ray is nearly in anterior—posterior. This accounts for the looped appearance of the urethra catheter 
(black arrow). 

Comment: It is impossible to determine whether her open vesical neck and reflux are the result of her prior surgery or 
the cause of failure. The fact that she has ectopic ureters and vesicoureteral reflux suggests the latter, but her persistent 
urethral hypermobility and abnormal urethral anatomy suggests the former. It would have been nice to know what she 
was like preoperatively, but videourodynamics were not done. She elected to undergo periurethral collagen injection 
because she was planning to become pregnant in the near future. After injection she was completely dry for about 6 
months, then gradually the incontinence recurred and she moved to another city and was lost to follow-up. 


Flow 


Fig. 15.11 “Pipe stem urethra” and 

impaired detrusor contractility 

in a 70-year-old woman who had Pves 
previously undergone a vaginal 

hysterectomy, modified Pereyra, 

prolapse repair, TVT and SPARC 

in the course of 4 years. This Pabd 
corresponds to type 3 SUI according 

to the Blaivas/Green/McGuire 

classification. She complained 

“Incontinence . . . it happens all the Pdet 
time... its rare that I’m dry”. 

(A) Urodynamic study. FSF = 
103ml, lst urge = 138ml, severe 
urge = 311ml, bladder capacity = 
381ml, VLPP = 78cmH,0O. VOID: 
19/251/0 Pdet/Q study= impaired 
detrusor contractility, Qmax = 9ml, VH;O 
Pdet@Q max = 7cmH,0O, Pdetmax = 
16cmH,0, voided volume = 395ml, 

PVR= Oml. (A) 
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Fig. 15.11 (continued) (B) X-ray exposed during bladder filling shows a slightly open vesical neck (arrows) and an 
indentation on the bladder base likely a consequence of all of her prior surgeries. (C) X-ray exposed at the VLPP shows a 
narrowed vesical neck (arrows) and wide open proximal two-thirds of the urethra distal to the vesical neck. No contrast 
is seen in the distal urethra because air between her legs made it impossible to adjust the X-ray parameters properly. 


(A) 


Fig. 15.12 Sphincteric incontinence, type 1 OAB and impaired detrusor contractility. SG is a 40-year-old woman 
(G2P1A1) who complains of stress incontinence and urinary frequency, urgency and urge incontinence during the latter 
part of each menstrual cycle. She underwent vaginal wall sling 2 years previously. (A) Urodynamic tracing. FSF = 224ml, 
lst urge = 400ml, severe urge = 477ml, VLPP = 62cmH,0, VOID: 18/375/0. Pdet/Q study: Qmax = 7ml/s, Pdet@Qmax = 
9cmH,O, Pdetmax = 12cmH)0O, voided volume = 120ml, and PVR= 374ml. 

Comment: The Pdet/Q study clearly demonstrates impaired detrusor contractility, but her unintubated uroflow was 
quite normal. Logic would dictate that this is because her urethral resistance is low (VLPP = 62cmH,O), but urethral 
compliance is also low and the urethral catheter is causing obstruction. She underwent autologous fascial pubovaginal 
sling and, with a 4 year follow-up, is cured of stress incontinence, but still has episodic, troublesome OAB symptoms. 
Urodynamics was not done, but uroflow and PVR remain normal. 
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Fig. 15.12 (continued) (B) X-ray obtained at VLPP in a nearly AP 
projection, shows the entire urethra to be wide open during an 
episode of stress incontinence. The apparent (artifactual) descent of 
the bladder base and urethra is due to vertical rotation of the “C” 
arm necessary to visualize the urethra. 


Fig. 15.13 Mixed stress and urge incontinence and grade 1 urethral obstruction. The patient is a 65-year-old woman who 
developed recurrent mixed incontinence after undergoing modified Peyrera operation 5 years ago and collagen injection 
2, years ago. On examination, there was no clinical evidence of prolapse, but Q-tip angle was 0 > 70°. (A) Urodynamic 
tracing. VLPP = 88cmH,0O. Pdet/Q study: Qmax = 11ml/s, Pdet@Qmax = 50cmH,O, and Pdetmax = 50cmH,O. 
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Fig. 15.13 (continued) (B) X-ray exposed just prior to the VLPP shows 
the vesical neck is closed. (C) X-ray exposed at VLPP shows an open 
vesical neck and urethra. (D) X-ray exposed during voiding in the AP 
(D) position. 
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Fig.15.14 Sphincteric incontinence and stress hyperreflexia. RF is a 73-year-old woman who complains of both stress and 
urge incontinence that occur with about equal frequency and bother. (A) Urodynamic tracing. FSF = 182m, 1st urge = 
188ml, severe urge = 200ml. Bladder capacity was 312ml. There was an involuntary detrusor contraction at a volume of 
200ml. She perceived the contraction as urge, was able to contract her sphincter and prevent incontinence. 

VLPP = 88cmH,O. Just after the cough (shaded oval), she had another IDC and voided involuntarily. She contracted 
her sphincter and temporarily prevented further incontinence, but when she could no longer hold back, she voided 
(involuntarily) to completion. Pdet/Q: Qmax = 13ml/s, Pdet@Q max = 14cmH,O, Pdetmax = 15cmH,O, voided volume = 
306ml, and PVR = Oml. 

(B) Expanded view of the tracing outlined by the shaded oval in the preceding figure. 
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Fig. 15.14 (continued) (C) X-ray obtained at leak point 
pressure shows contrast in the urethra (arrows). Comment: 
Over the course of two years she underwent 4 periurethral 
collagen injections and was pleased with the outcome. 
The success of each injection lasted 3-6 months. Despite 
the subjective success, diaries and pad tests showed that 
she was never completely dry and still had urgency and 
urge incontinence. We believe that the most efficacious 
treatment for stress hyperreflexia is surgical, but there 

are no meaningful studies in the peer review literature to 
document our opinion. 


l 


Genital Prolapse 


Introduction 


Abnormal descent of the pelvic viscera into the vagina is termed pel- 
vic organ prolapse (POP). Organs that can prolapse include bladder 
(cystocele), urethra (urethrocele}, rectum (rectocele), intestine (entero- 
cele), or uterus. However, it is not always apparent on examination 
which organs are involved in the prolapse, so it is preferred to describe 
the anatomic location of the prolapse (anterior, apical, posterior) [1]. 
Prolapse is graded by the maximum degree of pelvic organ descent. A 
simple classification describes the prolapse in relation to the hymenal 
ring. In grade 1, the inferior margin of the descent is above and in grade 
2, at the hymenal ring. Grade 3 protrudes beyond the ring and grade 4 
is well beyond it [2]. A more precise description of POP is offered by 
the POP-Q [3]. 

Women with genital prolapse may present with a plethora of lower 
urinary tract symptoms (LUTS) including urinary frequency, urgency, 
hesitancy, incomplete emptying, and incontinence. These symptoms 
may or may not be related to the prolapse, but with careful clinical and 
urodynamic investigation it is usually possible to determine the under- 
lying pathophysiology with a high degree of accuracy. 


Effect of genital prolapse on micturition 


Genital prolapse can affect the lower urinary tract in a number of ways 
[3-9]. Firstly, it can cause, or at least be associated with, sphincteric 
incontinence (Fig. 16.1). Secondly, the prolapse itself can mechanically 
obstruct the urethra (Figs. 16.2 and 16.3). Thirdly, it may mask sphincteric 
incontinence because of compression of the urethra. Reduction of the 
cystocele with a pessary or sponge unmasks such “occult incontinence.” 
(Fig. 16.4). Fourth, it can cause ureteral obstruction. The mechanism of 
ureteral obstruction has not been elucidated, but we hypothesize that in 
some patients, the trigone and ureters descend as part of the cystocele 
and can become compressed (Figs. 16.5 and 16.6). Figure 16.7 depicts a 
large cystocele in which the ureteral orifices do not descend with the 
cystocele. Finally, POP may be the cause of overactive bladder (OAB) 
with or without detrusor overactivity (Figs. 16.2, 16.4, and 16.8). 

Of course not all LUTS in women with prolapse are due to the pro- 
lapse. Other common causes include urinary tract infection, detrusor 
instability, impaired detrusor contractility, bladder outlet obstruction, 
polyuria, and sensory urgency. 
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Urodynamic evaluation 


The purpose of the urodynamic evaluation in women with genital pro- 
lapse is (1) to determine the precise etiology of the patient’s LUTS, (2) 
to “unmask” occult incontinence in women with no incontinence 
symptoms, (3) to evaluate detrusor function (impaired detrusor contrac- 
tility, detrusor overactivity), and (4) to determine the degree that cys- 
tocele and urethrocele are contributing to the prolapse (insofar as the 
bladder and urethra are directly visualized by X-ray). 

To this end, we perform two urodynamic studies: the first without 
any reduction of prolapse and the second with the prolapse reduced 
with a ring pessary (see Fig. 16.4). Among urodynamicists, the concern 
has been raised that pessary reduction may cause artifactual urethral 
obstruction. In order to examine this possibility, we evaluated 60 women 
who had genital prolapse with LUTS and/or incontinence with vid- 
eourodynamics to assess the effects of prolapse on micturition [9]. The 
women were divided into two groups based on the degree of descent — 
small cytocele (grade 1 or 2) and large cystocele (grade 3 or 4). Pressure- 
flow analysis, leak point pressure (LPP), and free flow were measured in 
all women. Those in the severe group also underwent repeat free flow 
analysis and LPP determination with mechanical reduction of their cys- 
tocele with a ring pessary. 

Urodynamic data was sorted according to presence or absence of blad- 
der outlet obstruction, impaired detrusor contractility, detrusor insta- 
bility, and stress incontinence. Women with large cystoceles (grade 
3-4) were much more likely to be obstructed on urodynamics (72%) as 
opposed to women with small ones (grades 1-2) (6%) {P < 0.05). Follow- 
ing pessary placement, 91% of those with large cystoceles and obstruc- 
tion had normal free flowmetry, presumably because the prolapse itself 
was causing obstruction which was relieved after reduction. Of the 
25 women with large cystoceles, 80% had occult stress incontinence. 
Following pessary placement all patients had a significant decrease in 
their LPP. Our study confirms the findings of other investigators and 
highlights the need to evaluate for the presence of urethral obstruction 
and occult stress incontinence in all women with prolapse, regardless of 
the symptom history. It is clear from this and other studies that reduc- 
tion of genital prolapse during urodynamic evaluation is a valuable aid 
in unmasking occult stress incontinence. 
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Fig. 16.1 Grade 1 anterior wall POP 
and sphincteric incontinence in a 


53-year-old post-menopausal women. 


She has a large uterine leiomyoma. 
Q-tip test was —20° >+30°. (A) 
Urodynamic tracing. VLPP = 
78cmH,0O, Qmax = 15ml/s, Pdet@ 
Qmax = 18cmH,O (vertical dotted 
line), Pdetmax=64cmH,0O, voided 
volume=262ml, and PVR = 148ml. 
Note that there is a detrusor after 
contraction. These are considered to 
be of no clinical consequence, but 
one wonders why she left a 148ml 
PVR. Prior to the urodynamic study 
PVR was nil. 
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Fig. 16.1 (continued) (B) X-ray exposed at the VLPP (arrow) shows sphincteric incontinence (arrows). (C) X-ray exposed at 
maximum uroflow (vertical line) shows a wide open, unobstructed urethra. The rectal catheter is superimposed over the 
urethra. 


: Fig. 16.2 Grade 2 POP, type 2 OAB, 
: and grade 1 urethral obstruction 
in a 68-year-old woman with 
: urgency, urge incontinence, and 
i — recurring urinary tract infections. (A) 
| : Urodynamic tracing with prolapse in 
: its most dependent position. During 

o Laara aema Hi rm | à cough and straining, there is no 
soode i aE PEE RAG REG BLS ER EEE T incontinence with vesical pressures 
4 OE as high as 132cmH,0 (arrow). 
None Toe ae Te BE i ar During voiding there is grade 1 

Sood A i Poe VSE pIE RS pee = obstruction according to the Blaivas— 
À; Groutz nomogram. Qmax = 8.3 ml/s, 
Tjak She rte rra eae von ASA Ig EA Pdet@Qmax = 36cmH,0 (vertical 
ml CG. ser y oiia E ase E dotted line), Pdetmax = 42cmH,0, 
err — E voided volume = 376ml, and PVR 

(A) (post-void residual) = 13ml. 
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Fig. 16.2 (continued) (B) X-ray exposed during cough. (C) X-ray exposed during voiding. There is only faint visualization 
of the urethra. 
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Fig. 16.3 Grade 3 prolapse grade 2 Pabd = 5 ast wet x tyi 
urethral obstruction and type 3 OAB tv i Be 
in a 76-year-old woman. Her chief cmH2O 4 ; Ra 
complaint is OAB and “a dropped = —— —— 
bladder.” Cystoscopy showed that Pdet - Involuntary ‘detrusor-contraction "© Voluntary 
the bladder prolapsed posterior to HD i ON Ng 
the trigone. The ureteral orifices did ee s areata 
not descend with the cystocele. (A) 600 rea ke Ws 2s e ASS ete A ae SS ee 
Urodynamic study. FSF = 269 ml, EMG Pe Ae eg we PF ee a 
lst urge = 302ml, and severe None rs a a an E ee 
urge = 426ml. IDC@448 ml, Bladder -600 
capacity = 510ml, Qmax = 6ml/s, 1000, 
Pdet@Qmax = 28cmH,O, VHO 
Pdetmax = 45cmH,O, voided ml 
volume = 160ml, and PVR = 344ml. Q 
The EMG channel was not working. (A) 
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Fig. 16.3 (continued) (B) X-ray exposed just prior to the onset 

of micturition. (C) X-ray exposed at Q just after the onset of 
micturition. The white arrows point to bilateral bladder diverticula. 
(D) X-ray exposed at Qmax shows only faint visualization of the 
urethra. Note that the cystocele has completely reduced. 
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Fig. 16.4 Grade 4 prolapse, detrusor overactivity, and occult 
sphincteric incontinence. (A) Urodynamic tracing. The examination 
was begun with the cystocele in a grade 4 position. FSF = 17ml, 1st 
urge = 58ml, and a severe urge occurred at 140ml accompanied by an 
involuntary detrusor contraction (see Fig. 16.4(C)). 

During bladder filling without the pessarys, she was asked to cough 
and strain and there was no incontinence. After the involuntary 
detrusor contraction, a #4 ring pessary was inserted. At bladder 
capacity (271ml), bladder filling was stopped, she strained and was 
incontinent (valsalva leak point pressure, VLPP). Then she was asked 
to void and had a voluntary detrusor contraction and voided normally. 
(B) X-ray exposed during cough to 100cmH,O shows the cystocel. (B) 
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Fig. 16.4 (continued) (C) Expanded view of the involuntary detrusor 
contraction marked by the shaded oval in Figure 16.4(A) without 
the pessary. She perceived the contraction as an urge to void and 

’ was able to temporarily prevent incontinence by contracting the 
ethral catheter | Urethral mea sphincter, but once she fatigued, she was incontinent. Pressure 

r : flow without pessary at vertical line, Pdet@Q max = 15cmH,O, 
Qmax = 10ml/s, and PVR = 0. (D) X-ray exposed at the LPP with 
the pessary in place shows some prolapse of the bladder around the 
pessary (arrows). 
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Fig. 16.4 (continued) (E) Expanded 
view of the 2nd shaded oval. 
Incontinence occurred at a 
VLPP=50cmH,0. Voluntary 
voiding occurred with a Pdet@ 
Qmax=6cmH,0O and Q,,,,=48 ml/s 
(vertical line). Comment: at first 
glance, there appears to be urethral 
obstrctuion with the prolgesse at 
maximal descent. Closer inspection 
of the expanded molynomic tracing 
shows that the high Pdet is due to a 
voluntary sphincter contraction in 
an attempt to prevent incontinence 
during an involuntary detrusor 
contraction. 
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Fig. 16.5 Grade 3 cystocele in a 77-year-old woman who complains of pelvic discomfort and mixed stress and urge 
incontinence. She also notes that she has to push and strain to void. At cystoscopy, it was observed that the trigone 

and ureteral orifices descended with the bladder as part of the cystocele. (A) Urodynamic study. FSF = 236ml, 

lst urge = 277ml, and severe urge = 283ml. The severe urge was accompanied by an involuntary detrusor contraction, 
(type 2 OAB). She perceived the contraction as urge, was able to contract her shincter, abort the detrusor contraction, 
and prevent incontinence. At bladder capacity (377 ml), she was asked to void. and had a voluntary detrusor contraction. 
During multiple coughs and valsalvas, there was no incontinence. VOID: 24/312/0 Pdet/Qmax: Qmax = 12ml/s, 

Pdet@Q max = 16cmH,O, Pdetmax = 22.cmH,0O, voided volume = 371ml, and PVR = Oml (no obstruction). 
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Fig. 16.5 (continued) (B) During early bladder filling the cystocele defect is already apparent (arrows). (C) During 
further filling the cystocele is more apparent. (D) As the bladder starts to contract, the cystocele is reducing. (E) As the 
bladder continues to contract and she voids, the cystocele is partially reduced. (F) Just prior to voiding. (G) Note that, in 
contradistinction to the patient depicted in Figure 16.7, the urethra opens and voiding begins even with the cystocele 
deformity still present. White arrows point to small bladder diverticula. 
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Fig. 16.5 (continued) (H) Voiding continues to occur despite 
persistence of the cystocele. (I) Even towards the end of 
micturition, the cystocele is still present. If the entire sequence of 
micturition was not observed, one could easily misinterpret this 
as a urethral diverticulum. (J) Even after micturition is completed 
almost all of the residual urine (10ml) is in the remaining 
cystocele. 
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Fig. 16.6 Bilateral nephrostograms showing bilateral 
ureteral obstruction in a 72-year-old woman with 
longstanding grade 4 POP. 


Fig. 16.7 A 64-year-old woman 
with grade 3 anterior wall and 

vault prolapse 28 days status post 
abdominal hysterectomy. Her chief 
complaint was urinary urgency, 
urge incontinence, and frequent 
urinary tract infections. Cystoscopy 
showed that the ureteral orifices and 
trigone did not descend with the 
cystocele. (A) Urodynamic Study. 
FSF = 439ml, Ist urge = 633ml, 
and severe urge = 725ml. There 
was no incontinence during cough 
and valsalva. During bladder 

filling there were no spontaneous 
involuntary detrusor contractions. 
Bladder capacity was 771 ml. 
Pdet/Q study: Qmax = 24ml/s, 
Pdet@Qmax = 10cmH,0, 

Pdetmax = 13cmH,O, voided 
volume = 388ml, and PVR = 379ml 
(no obstruction). It is not clear why 
she did not empty her bladder. 
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Fig. 16.7 (continued) (B) X-ray exposed during bladder filling with about 50ml. At first glance it appears that the bladder 
neck is open (arrows), but this is actually the beginning of the cystocele defect. (C) X-ray exposed during bladder filling 
with about 200ml. Note that the bladder base has descended into the vagina (cystocele) through a fairly narrow defect 
(arrows). (D) The bladder has just started to contract, but flow has not begun and the cystocele is beginning to recede; 
contraction of the detrusor draws the bladder base back into its normal anatomic position. (E) Just prior to the start of 
flow the bladder base has almost completely receded back into its normal anatomic position (arrows). 
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Fig. 16.7 (continued) (F) As she begins to void, the bladder base 
has receded to its normal anatomic position and the urethra opens 
normally. 
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Fig. 16.8 Procidentia (grade 4 POP), type 3 OAB and grade 1 urethral obstruction in a 74-year-old woman. She 
complained of OAB with urge incontinence of 3 years duration and a vaginal bulge, pressure, and heaviness. 
(A) Urodynamic study. Qmax = 11 ml/s, Pdet@Qmax = 31cmH,O, Pdetmax = 45cmH,0O, voided volume = 176ml, 


PVR = 55ml. 


210 


GENITAL PROLAPSE 


Thigh 


Urethral catheter 


Cystocele 


Fig. 16.8 (continued) (B) X-ray obtained with a full bladder just prior to 
the onset of the involuntary detrusor contraction. 
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Sphincteric Incontinence 
in Men and Other 
Complications of Prostate 
Cancer ‘Treatment 


Sphincteric incontinence in men is uncommon. By far the most com- 
mon cause is radical prostatectomy for prostate cancer. Transurethral 
prostatectomy, particularly after radiotherapy for prostate cancer is 
probably the next most common cause [1]. Less common causes are 
neurologic conditions including thoraco-lumbar neurologic lesions 
such as spina bifda, multi-system atrophy (Shy—Drager syndrome) and 
after abdomino-perineal resection of the rectum. 

In the vast majority of patients after radical prostatectomy, incontinence 
is transitory, usually spontaneously subsiding in a matter of months, 
although it may take as long as 1 year for full recovery. Sphincteric 
incontinence that occurs in men who have undergone radiation (exter- 
nal beam or brachytherapy), on the other hand, often does not sponta- 
neously remit. Rather, if incontinence improves it is usually because 
of the development of a urethral stricture that begins a vicious cycle. 
Treatment of the stricture usually results in recurrent incontinence and 
treatment of the incontinence (sphincter prosthesis or male sling) is 
often complicated by the development of recurrent stricture [2,3]. 

From a diagnostic standpoint, most patients who complain of a con- 
stant, dribbling, gravitational, or stress induced incontinence have 
sphincteric malfunction, and most who complain of urinary frequency, 
urgency and urge incontinence have involuntary detrusor contrac- 
tions. However, there may be considerable overlap between these two 
conditions and both may coexist in the same patient. Sphincter mal- 
function is the commonest cause of post-prostatectomy incontinence 
(PPI), accounting for about 95% of cases, but it may be accompanied 
by detrusor overactivity and/or low bladder compliance. As an isolated 
cause, detrusor overactivity causes about 5% of PPI [4-6]. 

On fluoroscopy, the classic appearance of post-radical prostatectomy 
stress incontinence is the funnel of bladder-urethral anastomosis at 
rest with contrast seen in the bulbar or distal urethra during increases 
in abdominal pressure (Fig. 17.1B). The presence of and size of the 
urodynamic catheter used to measure leak point pressure (LPP) may 
itself impact the recording and may mask sphincteric incontinence or 
suggest urethral obstruction when it is not clinically relevant (Fig. 17.2). 
Figure 17.3 shows a videourodynamic study in a man after successful 
implantation of a sphincter prosthesis for post-prostatectomy sphinc- 
teric incontinence. 
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In the majority of patients, the etiology of incontinence will be appar- 
ent after a careful history, physical examination, voiding diary, and pad 
test. However, detrusor overactivity and low bladder compliance can 
only be diagnosed with urodynamic studies (Figs. 17.4 and 17.5). 

Recurrent incontinence and complications after implantation of 
sphincter prosthesis and male slings are not uncommon. The differen- 
tial diagnosis includes sphincteric incontinence (due to atrophy of the 
urethra, from compression by the cuff), prosthetic malfunction, detrusor 
overactivity, low bladder compliance, and urethral erosion of the cuff 
[7]. These are depicted in Figures 17.6-17.9. 

Complications after radiation treatment, both external beam and 
brachytherapy, even in the present era of careful urethral dosimetry, 
continue to be an occasional cause of devastating complications includ- 
ing recurring strictures, stones, urethral erosion, intractable overactive 


bladder (OAB), and pain [8-10] as depicted in Figures 17.8-17.11. 
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Fig. 17.1 Sphincteric incontinence after radical retropubic prostatectomy. FM is a 72-year-old man who is 7 years 
status post-radical prostatectomy. His only prior treatment was a collagen injection. He complains of pure stress 
incontinence which was reproduced on examination. He ordinarily voids every 3 hours during the day and has nocturia 
about every 2-3 hours at night. He wears absorbent pads daily, and he changes them 3 times per day. The pads are 
usually soaked through. His AUA symptom score is 10. (A) Urodynamic tracing. FSF = 211ml, 1st urge = 299ml, 
severe urge = 305ml, bladder capacity = 311ml, VLPP = 84cmH,0, Qmax = 16ml/s, Pdet@Q max = 23cmH,O, 

Pdetmax = 23cmH,0O, voided volume = 317ml, and PVR = Oml. (B) X-ray obtained with a full bladder, just prior to 
VLPP shows contrast in the proximal urethra (arrows). (C) X-ray obtained at VLPP shows contrast throughout the entire 
urethra. 
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Fig. 17.1 (continued) (D) X-ray obtained during voiding. 
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Fig. 17.2 Post-prostatectomy sphincteric incontinence masked by 
the presence of the urodynamic catheter. (A) Urodynamic tracing. 
During bladder filling he was asked to valsal va (large arrow) 

and cough (small arrows), but there was no leakage. At bladder 
capacity the urethral catheter was removed and he was incontinent 
with an ALPP = 48cmH,0. (B) X-ray exposed at the ALPP shows 
contrast throughout the entire urethra. The density just distal to 

the membranous urethra (arrows) is due to overlapping (en face 
appearance) of the bulb because the patient was not obliqued enough. 
He had previously undergone insertion of a penile prosthesis, but one 
of the cylinders had eroded through the urethra and was removed. 
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Fig. 17.2 (continued) (C) The bladder is refilled and he has a voluntary detrusor contraction to 50cmH,O, but there is 

no flow, suggesting urethral obstruction. (D) X-ray obtained with the urethra catheter in place shows obstruction at 
about the level of the membranous urethra (arrows). The double density seen in the bladder is due to unequal mixing of 
contrast with residual urine in the bladder. (E) X-ray obtained after removal of the urethral catheter shows contrast in the 
anterior urethra (arrows). Uroflow was normal. 
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Fig. 17.3 Normal study 6 months after implantation of 

sphincter prosthesis in a 69-year-old man S/P radical retropubic 
prostatectomy and (unsuccessful) male sling. The study was 
repeated because of low bladder compliance on his preoperative 
urodynamic study. (A) Urodynamic tracing. There is no leakage 
despite multiple coughs. At the end of the procedure he strains 
and achieves a Pves = 80cmH,0O. There is a detrusor contraction 
initiated by straining to 25cmH)O and he is still not incontinent. 
Note the appropriate increase in EMG activity during coughing and 
straining. (B) X-ray obtained during maximum straining shows that 
continence is maintained at the level of the sphincter prosthesis. 
The arrows point to contrast in the sphincter cuff. There are 
multiple surgical clips from his prior surgery. 
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Fig. 17.4 Post-prostatectomy incontinence due to detrusor overactivity. (A) Urodynamic study. There is no leakage when 
he coughs and strains, but immediately after straining, he has an involuntary detrusor contraction that he could not 
abort. (B) X-ray obtained during straining, just prior to the involuntary detrusor contraction. There is no leakage, but the 
posterior urethra has an unusual shape. (C) X-ray obtained towards the end of micturition. 
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Fig. 17.5 Post-prostatectomy sphincteric incontinence and low bladder compliance. This is a 75-year-old man who 
underwent radical retropubic prostatectomy 3 years earlier. He developed postoperative stress incontinence immediately 
after removal of the catheter, but never underwent treatment for this. (A) Urodynamic study. FSF = 182ml and 

lst urge = 246ml, during bladder filling there was a steep rise in Pdet. When filling was stopped, Pdet fell and when 
restarted it rose. Bladder compliance = 375 ml1/48cmH,O = 7.8ml/cmH,0 and bladder capacity was 390ml. Vesical leak 
point pressure VLPP = 59cmH,O at bladder volume = 188ml, Pdet/Q study: Qmax = 7ml/s, Pdet@Q max = 24cmH,0O, 
Pdetmax = 46cmH,O, voided volume = 387 ml, and post-void residual (PVR) = Oml. On the Schafer nomogram, this 
represents grade 1 obstruction and impaired detrusor contractility. Preurodynamic uroflow, though was normal. Note 
that when he was asked to stop voiding, he interrupted his stream, flow fell to 0 and detrusor pressure rose. The only 
way this could happen is if he contracted his sphincter, yet the EMG was substantially unchanged. This once again 
demonstrates the fallibility of surface EMG recordings. 
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Fig. 17.6 Type 4 OAB and impaired detrusor contractility in a 70-year-old man 2 years S/P implantation of a sphincter 
prosthesis. He originally complained of mixed stress and urge incontinence and was also noted to have wide caliber 
anastomotic stricture. His symptoms were dramatically improved for several years postoperatively, then the urge 
incontinence worsened despite treatment with anticholinergics. (A) Urodynamic study. PVR = Oml, FSF = 124ml, 

lst urge = 238ml, severe urge = 247ml, bladder capacity = 750ml. At a bladder volume of 247 ml there was an 
involuntary detrusor contraction. He perceived the contraction as urge, but was not able to contract his sphincter 
(EMG not used in this study). At bladder capacity, he was asked to void and voided the catheter out, but still could only 
generate a flow that barely activated the flowmeter. Unintubated uroflow: Qmax = 12ml/s, voided volume = 159ml, 
pattern = interrupted, PVR = Oml, Pdet/Q study, Qmax = 2.7ml/s, Pdet@Q max = 28cmH,O, Pdetmax = 28cmH,0O, voided 
volume = 103ml, and PVR = 647ml. (B) X-ray obtained during bladder filling shows that the sphincter cuff (arrows) is 
closed (filled with contrast). (C) X-ray obtained at Qmax shows contrast getting past the sphincter during the involuntary 
detrusor contraction, causing incontinence, but the proximal urethra is barely visible. There are multiple surgical clips. 
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Fig. 17.7 Low bladder compliance and urethral diverticulum. 
This 72-year-old man underwent sphincter prosthesis about 5 
years after radical retropubic prostatectomy. (A) Urodynamic 
tracing. FSF = 200ml, lst urge = 218ml, severe urge = 265ml. 
Bladder compliance was low (4m1/cmH),O). Note that at the 
arrow, the rectal pressure catheter fell out and the detrusor 
pressure artifactually rose. After rectal tube replacement, Pabd 
was lower than before the catheter fell out. This artifactually 
raised Pdet throughout the remainder of the tracing. There was 
no leakage during cough or strain to a Pvesmax = 194cmH,O, 
Pdet/Q study: Qmax = 10ml/s, Pdet@Q,,., = 22cmH,O, 
Pdetmax = 25cmH,O, voided volume = 271ml, and PVR = Oml. 
(B) X-ray exposed during straining to 194cmH),O shows that 
there is no incontinence. There is urethral diverticulum 
proximal to the sphincter cuff. 
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Fig. 17.8 Urethral erosion of male sling, detrusor overactivity and urethral obstruction. GD is a 63-year-old man 

S/P radical retropubic prostatectomy (1993) followed by external beam XRT. In status post he had mild incontinence 
until about 2004 which gradually worsened and he underwent three collagen injections followed by an InVance male 
sling. He developed urinary retention, was treated with a 14F Foley catheter and failed multiple voiding trials. (A) 
Urodynamic study. FSF = 178ml, 1st urge = 201 ml, and severe urge = 326ml coincident with an involuntary detrusor 
contraction. At bladder capacity (700ml) he had a voluntary detrusor contraction to 50cmH,O, but only voided a 
small amount that barely activated the flowmeter. (B) X-ray obtained in the midst of the detrusor contraction shows 
obstruction at the membranous urethra (arrows). (C) X-ray obtained towards the end of the detrusor contraction shows 
extravasation of contrast along the sling (arrows). 
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Fig. 17.9 Urethroscrotal fistula after erosion of sphincter prosthesis. AC is a 75-year-old man who underwent XRT 

for prostatic carcinoma followed by salvage prostatectomy 6 years later. He developed sphincteric incontinence and 
underwent sphincter prosthesis complicated by urethral erosion. After removal of the prosthesis, he developed this 
urethroscrotal fistula. (A) Urodynamic study. FSF = 101ml, Ist urge = 201 ml, and severe urge = 296ml. An involuntary 
detrusor contraction occurred at a bladder volume of 298ml. He was able to contract his sphincter, prevent incontinence 
and abort the detrusor contraction. Note that the EMG channel was not recording very well. There was no leakage 
despite a cough to a Pves = 103cmH,O. Unintubated uroflow: Qmax 2ml/s, voided volume: 336ml, and PVR = Oml, 
Pdet/Q study: Grade 3 urethral obstruction, Qmax = 6ml, Pdet@Qmax = 61cmH,O, Pdetmax = 64cmH,0O, voided 
volume = 148ml, and PVR = 144ml. (B) X-ray obtained just as voiding begins shows a narrowed proximal urethra and a 
fistula. (C) X-ray obtained towards the end of micturition shows better visualization of the fistula. 
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Fig. 17.10 Urethral obstruction, type 4 OAB and low bladder 
compliance after brachytherapy for prostate cancer. MB is a 66-year- 
old man who underwent brachytherapy 6 months previously. He 
complains of marked urinary frequency, urgency, urge incontinence, 
and difficulty voiding accompanied by weak stream. (A) Urodynamic 
study. During bladder filling there is a steep rise in Pdet. At a volume 
of 490ml, he experienced an involuntary detrusor contraction that 
he could not abort and he voided the catheter out. At the short arrow 
bladder infusion was stopped and there was a fall in detrusor pressure 
confirming that the rise in pressure was due to compliance. (B) This 
X-ray was obtained just prior to expelling the catheter at the height 
of the rise in Pdet. There is complete obstruction just distal to the 
bladder neck. Note the multiple radiation seeds. 
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Fig. 17.10 (continued) (C) He underwent TURP and did well for about a year and then gradually developed worsening 
urinary frequency, urgency, urge incontinence, and difficulty voiding that culminated in urinary retention. Urodynamic 
study shows grade 3 urethral obstruction (Pdet@Q,,,, = 50cmH,0, Qmax = 4ml/s). (D) X-ray obtained during bladder 
filling shows a TURP defect (arrows). (E) X-ray obtained during voiding shows that the obstruction is at the junction 

of the distal prostatic and membranous urethra (arrows). Cystoscopy showed that this was a stricture and after 
transurethral incision he developed sphincteric incontinence. 
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Fig. 17.11 Prostatic stricture and stone after brachytherapy for prostate cancer. JHB is a 77-year-old man who underwent 
brachytherapy 10 years ago because of Tlc prostate cancer. He developed incontinence and 1% years ago underwent 
TUR bladder neck contracture. Since then, the incontinence worsened. He’s never able to void easily “I can squirt 
about a tablespoon full and then I do that over and over again.” He ordinarily voids every hour during the day. He wears 
pads day and night and they are usually soaked. He was empirically treated with Ditropan and found that made it even 
more difficult to void. Cystoscopy showed a tight bladder neck contracture with an adherent stone. Subsequent to this 
study, he underwent KTP laser ablation of the stricture and removal of stone. Thereafter, he had severe sphincteric 
incontinence. (A) Urodynamic tracing. At a bladder volume of 108ml there is an involuntary detrusor contraction 

that he could not abort. The sustained contraction reached a magnitude of 94cmH)O and flow was too low to activate 
the flowmeter. This corresponds to a grade 5 obstruction on the Schafer nomogram. Once the detrusor contraction 
began, bladder filling was stopped (vertical line). Detrusor pressure continued to rise proving that this was a detrusor 
contraction and not low bladder compliance. (B) X-ray obtained at Pdetmax shows multiple radiation seeds in the 
prostate and a narrowed, elongated prostatic urethra (arrows). When put in perspective with cystoscopic findings and 
the high detrusor pressure without measurable flow, the diagnosis is a long prostatic urethral stricture. The stone at the 
bladder neck is not visible on this X-ray. 
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Enterocystoplasty and 
Neobladder 


Until the mid-1980’s, there were few indications for enterocystoplasty 
and even the idea of creating a neobladder had not been formulated [1-4]. 
Low bladder compliance was not yet recognized as an important clinical 
entity and the “gold standard” for the treatment of end stage bladder was 
the ileal conduit, which has subsequently been shown to have a high 
complication rate [5,6]. Furthermore, from a psycho-social standpoint, it 
results in a less than satisfactory quality of life compared to treatments 
that do not require an external appliance [7]. 

In the 1980’s neurogenic bladder was considered a relative contraindi- 
cation to enterocystoplasty [1-4]; today it is one of the commonest indi- 
cations, due primarily to the widespread acceptance of intermittent self 
catheterization as a means of bladder emptying [8-11]. It has been shown 
to be safe and effective for patients with refractory detrusor overactiv- 
ity and low bladder compliance [9-12], but ineffective for patient with 
refractory interstitial cystitis [11]. Further, continent urinary diversion 
and neobladder have become the standard of care for patients undergo- 
ing cystectomy for bladder cancer; conduit diversion is mainly indicated 
for high risk patients [13-15]. 

The goal of enterocystoplasty and neobladder is to create a low pres- 
sure, high capacity urinary reservoir that can be emptied either by 
intermittent catheterization (Fig. 18.1), activation of the micturition 
reflex (Fig. 18.2) or by straining (Fig. 18.3). There are a number of differ- 
ent methods to construct a neobladder. We prefer the Studer technique 
(Fig. 18.4). Occasionally, augmentation cystoplasty can be utilized when 
patients require extensive partial cystectomy for bladder cancer (Fig. 
18.5). When intermittent catheterization through the urethra is imprac- 
tical or impossible, a continent catheterizable stoma has proven to be 
effective, but is still plagued by stomal complications [11,13,16]. If the 
patient is unable to catheterize at all, augmentation cystoplasty with 
and incontinent stoma (ileal chimney) can be considered [17,18]. 
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Fig. 18.1 Augmentation 
enterocystoplasty in a 35-year-old 
woman with exacerbating, remitting 
multiple sclerosis who underwent 
the operation 7 years earlier because 
of refractory detrusor-external 
sphincter dyssynergia (DESD). She 
is on intermittent catheterization 

4 times a day and remains 
continent. (A) Urodynamic tracing 
shows and acontractile bladder 

with a capacity of over 750ml, 

FSF = 435ml, lst urge = 650ml, 
and severe urge = 750ml. There is 
no incontinence despite coughing to 
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ENTEROCYSTOPLASTY AND NEOBLADDER 


Fig. 18.1 (continued) (B) X-ray obtained at 550ml shows 
that the augmented bladder has a somewhat irregular 
border, but the overall configuration is near normal. The 
arrows point to the ileal portion of the augmented bladder. (B) 


` Detrusor contraction ` 


Fig. 18.2 Urodynamic study in a 43-year-old woman who underwent ileal augmentation cystoplasty 18 months earlier 
because of refractory idiopathic overactive bladder (OAB). Urodynamic study. FSF = 415ml, lst urge = 574ml, and 
severe urge = 600ml. Pressure flow study: Qmax = 8ml/s, Pdet@Q,,, = 43cmH,O, Pdetmax = 54cmH,0O, voided 
volume = 216ml, PVR = 975ml. Note that she is able to void by voluntarily relaxing her sphincter and generating a 
voluntary detrusor contraction. She was only able to void, though, at a high bladder volume (1300ml). After the catheter 
was removed, in the privacy of the bathroom, she voided to completion with a bell shaped curve and Q,,,, = 25ml/s. 
VOID: 2.6/462/200. This corresponds to a mild grade 1 urethral obstruction on the Blaivas-Groutz nomogram. 
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Qmax = 12 ml/s 
olume = 530 ml 
VR = 367 ml 


Fig. 18.3 Ileal neobladder. This is a 54-year-old man 2 years status post ileal (studer) neobladder for invasive bladder 
cancer. He voids by, straining, about every 4-6 hours during the day and does not have nocturia. He has occasional 
enuresis, but denies any other lower urinary tract symptoms (LUTS). (A) Urodynamic tracing. FSF = 559ml, Ist 
urge = 1028 ml, severe urge = 1297 ml, and bladder capacity = 1311 ml. Note that when strains with the catheter 
in place, he was unable to void, but once the catheter was removed, he voided with an interrupted stream. The 
electromyography (EMG) channel was not working properly during this study. (B) Uroflow without the catheter 
shows a straining pattern. 


230 


ENTEROCYSTOPLASTY AND NEOBLADDER 


Fig. 18.3 (continued) (C) Straining to void. Note the 
narrowed bulbo-membranous urethra (arrows). 


(A) (B) 


Fig. 18.4 Studer neobladder: 62-year-old man status post nerve sparing cystoprostatectomy and construction of ileal 
neobladder with Studer limb. He voids about 6 times a day, by design, but never senses an urge to void. He is never 
incontinent, day or night. (A) Cystogram obtained 3 weeks postoperatively with 100ml in the bladder. The balloon of 

a Foley catheter is seen as a filling defect at the bladder base. The Studer limb is outlined by the arrows. (B) When he 
strains to void, there is bilateral vesicoureteral reflux (VUR) (small arrows). The Studer limb (large arrow) is comprised of 
a segment of ileum into which the ureters have been implanted. 
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Fig. 18.4 (continued) (C) Urodynamic study obtained 3 years postoperatively in another patient who underwent ideal 
neobladder. In the filling phase of the study, he did not perceive the urge to void, but felt a vague fullness beginning at 
about 900ml. He voided voluntarily by marked abdominal straining at a bladder volume of about 11. Qmax = 11ml/s, 
voided volume = 492ml, and post-void residual (PVR) = 510ml. (D) A magnified view during voiding shows that flow 
occurs by abdominal straining, without a meaningful detrusor contraction. During each rise in vesical pressure, flow 
increases and when he stops straining, flow falls. 
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Fig. 18.4 (continued) (E) X-ray obtained during uroflow shows a somewhat irregular shape to the neobladder, although, 
overall, it looks pretty much like a bladder. The urethra just distal to the anastomosis is poorly visualized (arrows). 
Since while he was straining, it was not possible to obtain good X-rays during voiding, because the images were blurred. 
The urethra did open wider than seen here. There are surgical clips above the arrows. (F) Uroflow obtained prior to the 
urodynamic study show a very different pattern than that seen during the study. VOID: 13/333/0. This flow looks more 
like he was voiding with a detrusor contraction than by abdominal straining. He says “I always have to push a bit to 
start, then the urine comes out easily,” without the need to strain. 
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Fig. 18.5 Bilateral vesicoureteral 
reflux (VUR) and asymptomatic 
detrusor overactivity in an 87- 
year-old man 6 months status 

post partial cystectomy and 
augmentation cystoplasty for 
transitional cell carcinoma of the 
bladder (P2,NO,MO). (A) Urodynamic 
study: There are multiple low fot 
magnitude involuntary detrusor 
contractions during bladder filling 
that do not result in incontinence. 
FSF = 750ml, 1st urge = 950ml, 
and severe urge = 1001 ml, but he 
was unable to void with the catheter 
in place. After removal of the 
catheter, he had a normal uroflow 
without abdominal straining, but 
left a residual urine of 850ml. 
Subsequently, in the privacy of the 
bathroom, he voided to completion. 


. | Involuntary detrusor contractions: 


233 


ATLAS OF URODYNAMICS 


234 


lleal augmentation 


Bladder remnant 


Fig. 18.5 (continued) (B) X-ray exposed during bladder filling at a 
volume of 100ml shows what, at first glance, might be misconstrued 
as a reasonably normal bladder with a transurethral resection of the 
prostate (TURP) defect (arrows). (C) With further filling it becomes 
apparent that what appeared to be a wide open prostatic urethra is 
actually the bladder remnant and just above this is the augmented 
portion of the bladder. There is also right Vesicoureteral reflex. 

(D) During later filling there is grade 3 bilateral vesicoureteral reflux 
(only the left side is pictured here). 
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Micturition cycle, 11 
Mixed urinary incontinence, 184 
Multichannel urodynamic studies, 5, 70 
damping, 70, 74, 75, 175 
rectal contractions, 70, 76 
unequal transducer calibration, 70, 75, 76 
Multiple sclerosis, 166, 168-169 
clinical course, 168 
predisposing conditions, 168 
Multi-system atrophy, 153-154 


Narcotic analgesics, 3, 28 

Neobladder, 40, 22.7 

ileal, 230 

Studer, 231-233 

Neurogenic bladder, 56, 99, 145, 227 
dysfunction, 99, 118, 119, 155 

diabetic, 169 

Neurogenic causes, of urethral obstruction, 121 
Neurogenic detrusor overactivity, 83, 84 
see also Detrusor hyperreflexia 
Neurologic lesion, 64 

effect on micturition, 145 

Nifedipine, 168 

Nocturia, 83, 96 
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Pelvic organ prolapse (POP), 197 Sacral innervation, 3 
grade 1, 123, 125, 197, 198, 199 Sacral micturition center, 11, 145, 146 
grade 2, 197, 200 Sacral neurologic lesions, 146 
grade 3, 197, 198, 201 Sampling error, 69 
grade 4, 197, 203, 208, 210 physiologic, 69, 73 
quantification system (POP-test), 3, 197 temporal, 69, 73 
see also Baden—Walker system Scalloped bladder, 61 
see also Genital prolapse Schafer nomogram, 98, 102-110, 158, 164, 219, 226 
Phasic detrusor overactivity, 23, 26, 33, 83, 86 Schwann cell, 169 
Phentolamine, 168 Sensory urgency, 83 
Physical examination, pre-urodynamic evaluation, 3 7F urodynamic catheter, 63, 70, 71, 77 
in men, 3 Severe urge, see Strong desire to void 
in women, 3 Shy—Drager syndrome, 153-154, 165 
Physiologic filling rate, 27 Siroky nomogram, 39 
Pipe stem urethra, 192 Smooth muscle (dynamic) obstruction, in BPH, 97 
Polyuria, 13, 65 Sphincter bradykinesia, 153, 162 
Pontine micturition center, 11, 145, 146, 148, 154 Sphincter electromyography (Sphincter EMG}, 11, 12, 
Post-prostatectomy incontinence (PPI) 62, 63, 84, 98, 153 
detrusor hyperreflexia, 153 Sphincter prosthesis implantation, 212-213, 217, 
detrusor overactivity, 218, 222 220 
sphincter malfunction, 212, 215, 219 Sphincteric incontinence, 146, 151, 185, 193, 196 
sphincter prosthesis implantation, 217, 220 detrusor contractility and, 62 
Post-void residual (PVR) urine, 4, 64, 69-70, 96, 120 detrusor overactivity and , 62 
Pre-urodynamic evaluation, 1 hammock theory, 184 
bladder diary, 4 history and examination, 185 
history, 1-2 in men, 212, 214 
pad test, 4 parameters, 185 
past medical history, 2-3 pathophysiology, 184 
physical examination, 3 type 0 SUI, 187 
post-void residual volume, 4-5 type 1 SUI, 187, 188 
urodynamic personnel, 6 type 2, SUI, 187, 189 
uroflowmetry, 4 type 3 SUI, 188, 190, 191 
Procidentia, 123, 126, 210-211 urethral obstruction and , 62 
see also Pelvic organ prolapse in women, 82, 184, 185, 192, 195, 199 
Prostate cancer treatment, 2-3 see also Stress incontinence 
complications, 212-213 Spinal cord injury (SCI), 166 
Prostatic obstruction, 45, 96, 97, 99, 110, 119, 152, 183 autonomic dysreflexia, 167-168 
in men with LUTS, 97-98 Spinal shock, 166 
in multiple sclerosis, 179 recovery stage, 166-167 
in type 1 diabetes, 183, 184 stable phase, 167 
Prostatic stricture, 226 Spinning disk systems, 38, 227 
Prostatitis, 96, 99, 114 Spinning top urethra, 15 
Pseudo-dyssynergia, 152, 153, 161 Storage reflexes, 11, 12, 20, 21 


238 


Storage symptoms, of LUTS, 96, 98 
Stress hyperreflexia, 63, 184, 195 
Stress incontinence, 219 

integral theory, 185 

type 0 SUI, 187 

type 1 SUI, 187, 188 

type 2, SUI, 187, 189 

type 3 SUI, 188, 190, 191 

without urethral hypermobility, 189-190 

with urethral hypermobility, 190, 191 

in women, 185-186, 193 

see also Sphincteric incontinence 
Strong desire to void, 22, 23 
Studer neobladder, 227, 231, 232, 233 
Superflow, 39-40, 43 
Suprapontine neurologic lesions, 145 
Suprasacral SCI, 167 
Supraspinal neurologic disorder 

in comatose patients, 155 

in dementia, 155 

in intracranial diseases, 154 

lesions, 145, 149 

mental retardation, 155 

in multi-system atrophy, 153-154 

in traumatic brain injury, 154-155 
Symphysis pubis, 25, 63, 125, 126, 187 


Tamsulosin, 105, 106, 108, 162 

Terminal detrusor overactivity, 23, 32, 83, 86 

Thoracolumbar neurologic lesion, 64, 160, 167, 174, 175, 
176, 212 

Tolterodine, 110 

Tonus limb, 24, 25, 29 

Trabeculated bladder, 58 

Transducer calibration, 70, 75, 76 

Transrectal thermotherapy, 90 

Transurethral prostatectomy, 212 


Transurethral resection of the prostate (TURP), 40, 45, 81, 


112, 163, 164, 225 
Traumatic brain injury, 154-155 
Tricyclic antidepressant, 3, 121 


Ureteral obstruction, 197, 205-208 
bilateral nephrostograms, 208 
Urethral catheter, 63-64, 71, 77, 215, 216 
Urethral diverticulum, 121, 133, 221 
Urethral dosimetry, 213 
Urethral erosion, 213, 222, 223 
Urethral hypermobility, 3, 47, 62, 184, 186, 187, 188, 189, 
190, 191 
with incontinence, 186-187 
without incontinence, 186 
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Urethral obstruction, 40, 44, 101, 120, 122, 204, 
222, 224 
classification, 121 
complications, 121, 127-132 
detrusor pressure/uroflow study, 62 
etiology, 120, 121 
grade 1, 123, 125, 127, 130 
grade 2, 124, 126, 133 
grade 3, 124, 139 
grade 4 cystocele, 126 
in pelvic organ prolapse, 123, 125 
neurogenic causes, 121 
in urethral diverticulum, 121, 133 
in urethral stricture, 124, 134 
Urethral stricture, 121, 134-137, 212 
Urethrocele, 64, 198 
Urethroscrotal fistula, 223 
Urgency, 23, 83, 145 
Urinalysis, pre-urodynamic evaluation, 1-6 
Urinary flow rate (Uroflow], 3, 37, 38, 45, 62, 69-70, 
98, 120 
average flow rate, 38, 40 
characteristics, 11-12, 19 
continuous flow curve, 37, 43 
flow time, 38, 41 
interrupted flow, 37-38, 41, 43 
load cell systems, 38 
maximum flow rate, 38, 40, 98 
spinning disk systems, 38 
staccato pattern, 43 
studies in, 37, 62, 98, 120 
time to maximum flow, 38, 41 
Urinary tract infection, 1, 19, 115, 133, 200, 208 
Urodynamic catheter, 50, 215 
bladder neck obstruction and, 78 
effect on uroflow, 70-71 
urethral obstruction, 77 
Urodynamic personnel, 6 
Urodynamic studies, pitfalls in interpretation, 69 
bladder compliance versus involuntary detrusor 
contraction, 71 
detrusor areflexia, 71 
electromyography artifacts, 71-72 
multichannel studies, 70 
radiographic interpretation, pitfalls in, 72 
sampling error, 69 
urodynamic catheter effect, on uroflow, 70-71 
uroflow and PVR urine, 69-70 
Urodynamic techniques, 5, 63-64 
Uroflow, see Urinary flow rate 
Uroflow tracings, interpretations, 39-40, 42, 43, 44, 45 
volume-flow rate nomograms, 39 
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Uroflowmetry, 4, 37 

before the procedure, 39 

equipment, 38-39 

pitfalls, 40 

uroflow tracings, interpretation, 39-40 
Urosepsis, 119, 147 


Valsalva (vesical) leak point pressure (VLPP), 46, 47, 48, 
51-53, 188 
Vesical pressure (Pves), 11, 26, 63 
Vesicoureteral reflux (VUR), 232, 234 
Videourodynamics, 5, 62 
fluoroscopic portion, 64 
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indications, 62 
urodynamic technique, 63-64 
Voided volume, 38, 39, 40 
Voiding, 11, 38 
see also Micturition 
Voiding cystometry, 23 
Voiding cystourethrogram (VCUG), 103, 154 
Voiding time, 38 
Voluntary detrusor contraction, 26, 32, 134, 216 


Y connector, bladder filling, 63, 66, 67 


